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WARNING 


This equipment generates, uses, and can radiate radio 
frequency energy and if not installed and used in 
accordance with the instruction manual, may cause 
interference to radio communications. As temporarily 
permitted by regulation it has not been tested for 
compliance with the limits for Class A computing devices 
pursuant to Subpart J of Part 15 of FCC Rules, which are 
designed to provide reasonable protection against such 
interference. Operation of this equipment in a residential 
area is likely to cause interference in which case the user at 
his own expense will be required to take whatever measures 
may be required to correct the interference. 
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PREFACE 


This Maintenance Manual describes the function and operation of this 
ADM 3A Video Display Terminal. The instructions and information 
are presented to aid operational personnel in the installation, 
operation, and care of the ADM 3 A. All operator controls are described 
in detail, and remote programming considerations are presented in 
sufficient detail to enable an experienced operator to use the equipment 
efficiently when confronted with nonstandard applications. 

The major topics described in the manual include: 

Section I General Description 

Section II Installation 

Section III Operation 

Section IV Theory of Operation 

Section V Maintenance 

Section VI Drawings 

Section VII Parts List 


Appendix A Timing 

Monitor 

Power Supply 

P.C. Board Assembly 

Appendix B Schematics 

Appendix C Options 

Wiring Diagrams 

Appendix D Zenith Service Manual 

Appendix E Operators Quick Reference Charts 

Index 


IX 
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Figure 1-1. ADM 3A Video Display Terminal 
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SECTION I 

GENERAL DESCRIPTION 


1.1 INTRODUCTION 

This section of the manual describes the 
primary function of the Lear Siegler ADM 3 A 
Video Display Terminal shown in figure 1-1. 
Other information in this section includes 
specifications, operating features and ranges, 
physical dimensions, and a list of available 
options. 

1.2 PURPOSE AND USE 

There are numerous applications of the ADM 3 A, 
all involving the transfer of asynchronous data. 
In some applications, data transfer may be 
exclusively unidirectional; either from the 
ADM 3A to a host computer, or from the computer 
to the ADM 3A. However, a more frequent 
application of the ADM 3A, is one in which an 
operator communicates with the computer, and 
the computer reacts in accordance with its stored 
program. 


The ADM 3A features the following general 

capabilities: 

• Full 128 ASCII character set with 80 x 24 
character nonglare display (12-line display is 
switch selectable) 

• 11 communication rates in full-duplex and 
half-duplex send/receive modes 

• Scrolling 

• Absolute cursor positioning 

• Variable 9-, 10-, or 11 -bit word structure 


• Selectable Auto New Line operation 

• Selectable standard RS-232C or 20mA current- 
loop interface, with RS-232C extension 
interface for auxiliary devices. (Selectable 
keyboard lock or gated EXTENSION port). 
Optional current-loop interface on 
EXTENSION port. 

• Special control character sequences. 

• Selectable refresh rate 

1.3 OPERATIONAL 
DESCRIPTION 

The ADM 3A is an interactive device which is 
used to enter, display, and send information to a 
host computer, and to receive and display 
information from the computer. Using a keyboard 
similar to that of a teletypewriter, the operator 
may enter information which is immediately 
transmitted to the computer, and may be 
simultaneously displayed on a cathode ray tube 
(CRT). Data from the computer is received and 
displayed at baud rates as high as 19200 (the 
maximum baud rate when using the current loop 
option is 9600). 

1.3.1 Keyboard 

The keyboard contains 59 keys from which data 
entry and control functions are initiated. Each 
keystroke is encoded into a corresponding ASCII 
character which is immediately transmitted to the 
host computer. The character is also routed back 
to the CRT display: directly in half-duplex 
operation, or echoed from the host computer via 
the I/O interface in full-duplex operation. 
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Figure 1-2. ADM 3 A Data Flow Block Diagram 


1.3.2 Input/Output (I/O) Port 


The MODEM (I/O) port is the link, or interface, 
that handles the flow of data in both directions 
between the ADM 3 A and the computer. It may be 
configured for either RS-232C or 20mA Current 
Loop operation. 


1.3.3 ADM 3A Control Logic 


The ADM 3A Control Logic interprets the control 
codes that originate either at the keyboard or host 
computer, and directs the activities of the 
ADM 3A accordingly. These activities include 
data handling, and formatting. 
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1.3.4 Display Memory 

The display memory contains a random access 
memory (RAM), video logic and character 
generation circuits appropriate for controlling the 
CRT display. The memory is capable of holding 
1920 characters, which are stored in sequentially 
scanned locations. The scanned data is then sent 
to the CRT for displaying. Input to the display 
memory consists of the data character codes from 
the I/O port or keyboard, under the control of 
signals from the control logic circuits. 

1.3.5 CRT Display Monitor 

The CRT display monitor is a rectangular screen 
measuring 12 inches diagonally. Data characters 
are displayed on 24 or 12 equally-spaced rows, 
each consisting of 80 (maximum) characters. The 
80 character lines are displayed clearly at a 
refresh rate of either 50 or 60 Hz, corresponding to 
the AC line frequency. 

1.4 PHYSICAL DESCRIPTION 

The ADM 3A is a self-contained unit consisting of 
three major asemblies: (1) base and cover 
assembly, (2) main logic board and (3) the CRT 
monitor. The power transformer, a beeper, and 
intercomponent cabling are located on the base 
portion of the terminal. Supports and guide pins 
are also located on the base, and these are used for 
installing the main logic board. 

The cover portion of the terminal contains the 
CRT monitor and its associated subassemblies. 
The cover is hinged to the base at the rear, and 
when swung open, all components of the ADM 3 A 
are exposed. 

The main logic board contains all other operating 
elements of the ADM 3A that are not contained in 
the CRT monitor and the base assembly. This 
includes the keyboard. The keyboard is made up of 
integrated key rows, or modules. It is built directly 
on the main logic board. The logic board rests on 
supports within the base, and is held in place by 
guide pins. Two connectors at the rear edge of the 
logic board provide the RS-232C/current loop 
interface and the RS-232C extension interface. 

The CRT monitor consists of three subassemblies: 
(1) the CRT itself, (2) a printed circuit board that 


contains most of the video circuitry, and (3) the 
flyback assembly. The monitor display screen 
measures 12 inches diagonally. 


1.5 SPECIFICATIONS 

The ADM 3 A specifications are listed in table 1- 
1. In addition, several operational features, such 
as send/receive modes, character format, word 
structure, data entry and overflow, and 
configuration control are discussed in the 
paragraphs that follow. Specific operational 
information regarding configuration control, 
format and word structure, modes, etc., is 
contained in Section II of this manual. 

1.5.1 Send/Receive Modes 

Two-switch-selectable send/receive modes are 
available in the ADM 3A: half-duplex and full- 
duplex. In the half-duplex mode, each character is 
transmitted to the computer as it is entered on the 
keyboard and is simultaneously displayed on the 
CRT monitor. 

In full-duplex operation, the ADM 3A can 
transmit atid receive information in both 
directions simultaneously. Characters are 
transmitted as they are entered at the keyboard, 
but are displayed only upon reception. In order to 
display transmitted characters, they must be 
echoed back from the host computer or data set. 

1.5.2 Character Format (Figure 1-3) 

The standard ADM 3A character set contains 64 
ASCII characters. Control characters are not 
displayed when they are generated. The 
displayable 64 ASCII characters consists of upper 
case letters, numerics and punctuation. When a 
nondisplayable lower case character is typed 
(lower case option not installed), a lower case code 
is transmitted, but the character displayed is 
upper case. The lower case option permits the 
display of 95 ASCII characters consisting of upper 
and lower case letters, numerics and punctuation, 

1.5.3 Word Structure 

The ADM 3A can transmit and receive data 
characters in any one of the asynchronous 
character formats shown in figure 1-4. These 
word format codes are selected by means of DIP 
switches located on the PC board. 
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Table 1-1. ADM 3A Specifications 


DISPLAY FORMAT 
24 lines x 80 characters 
(12 X 80 switch selectable) 

CRT SCREEN 

12-inch (30.5 cm) diagonal, P4 Phosphor 
with nonglare surface 

REFRESH RATE 

50 Hz or 60 Hz, depending on line 
frequency (switch selectable) 

HORIZONTAL SWEEP RATE 
16.2 kHz 

DISPLAY AREA 

5.8 inches (14.7 cm) high x 8.3 inches 
(21 cm) wide 

CHARACTER SET, GENERATED 
128 ASCII characters (with 32 control 
characters) 

CHARACTER SET, DISPLAYED 
STANDARD; 64 ASCI I Characters 
OPTIONAL: 95 ASCII Characters 

CHARACTER MATRIX 

5x7 dot matrix 0.074 inch (1.88 mm) 
wide X 0.188 inch (4.77 mm) high 


KEYBOARD 

59 keys, 26-letter alphabet with upper case, 
numerics 0 through 9, punctuation, and 
control. Two-key repeat operation at a rate 
of 22 characters per second. 


FUNCTIONAL CONTROL KEYS 

Escape, Rubout (delete). Break, Return, Shift 
Clear, Repeat, Line Feed, Control, Here Is. 


TRANSMISSION MODES 
Full Duplex, Half Duplex 

COMPUTER INTERFACES (MODEM) 
RS-232C point-to point or 20mA current 
loop. 


DATA RATES 

75, 110, 150, 300 600, 1200, 1800, 2400, 
4800, 9600, 19,200 (Current Loop to 9600) 


PARITY 

Even, odd, mark, space, or none 


CHARACTER FIELD WORD STRUCTURE 

7 X 9 dot matrix 0.103 inch (2.62 mm) Total Word Length: 9, 10, or 1 1 bits 

wide X 0.241 inch (6.14 mm) high 


CURSOR 

CUR CTRL ON: 7 x 9 dot matrix. Reverse 
image rectangle cursor. 
Homes to upper left of 
screen. 


CUR CTL OFF: Double underline, 5 dots 
wide. Homes to first 
position of bottom line. 


CURSOR CONTROLS 

Two-key cursor controls; Backspace 
[CTRL I H I . Forespace I CTRL I Ll , Up 
(CTRL I K I, Dow n | 'CTRL fll , Home 


fCTm: I HOME 


Data: 

7 or 8 bits (8th bit 


Oorl) 

Start: 

1 bit 

Stop; 

1 or 2 bits 


EXTENSION INTERFACE 

RS-232C EXTENSION Port for interfacing serial 
asynchronous ASCII hard copy printer, 
magnetic tape recorder, or other serial 
asynchronous devices using selectable keyboard 
lock or gated EXTENSION Port. (Selectable 
keyboard lock or gated EXTENSION Port). 
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Table 1-1. ADM 3A Specifications (cont’d) 


SWITCH SELECTABLE SETTINGS 

All Available Baud Rates 
Half/Full Duplex 

RS-232C/Current Loop (MODEM) 

Auto New Line ON/OFF 
Upper Case/Lower Case (when lower case 
option installed) 

Odd/Even Parity 
7 or 8 Data Bits 
1 or 2 Stop Bits 
Parity/Inhibit 
Bit 8 = 0 or 1 

Keyboard Lock/Gated EXTENSION Port 

Disable Keyboard Lock 

Disable Clear Screen 

Secondary Channel 

Cursor Control 

Local 

103 Modem 
202 Modem 
Code (ETX or EOT) 


OPERATING ENVIRONMENT 

Temperature: 41°F to 122°F (5°C to 
50°C) 


Humidity: 5% to 95%, noncondensing 

Altitude: 10,000 feet (3.048 km) 

maximum 


POWER REQUIREMENTS 

Standard: 115 VAC± 10%, 60±3 Hz 

60 Watts nominal 

Optional: 230 VAC + 10%, 50/60 ±3 Hz 

60 Watts nominal 
Heat Dissipation: 205 BTU per hour 


DIMENSIONS AND WEIGHT 

Width: 15.6 inches (39.6 cm) 

Depth: 20.2 inches (51.3 cm) 

Height: 13.5 inches (34.3 cm) 

Weight: 32 pounds (14.5 kg) 


OPTIONS 

Lower Case (95 ASCI I character set) 
Answerback Memory 
Numeric Keypad (detached) 

20mA Current Loop on EXTENSION Port 

Split Baud Rate 

Beep Defeat 

Output Cable 

Green Phosphor Screen 
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CONTROL 

GRAPHIC CHARACTER SET 


HEX 

0 

1 

2 

3 

D 

5 

6 

7 


BITS BITS 

^32 7g ^ 

o 

o 

o 

% 

o 

r— 1 

O 

“h 

O 

O 

f— 1 



, 

0 

0000 

NUL 

DLE 

SP 

0 

@ 

P 

\ 

P 

1 

0001 

SOH 

DCl 

m 

1 

m 

Q 

a 

q 

□ 

0010 

STX 

DC2 

II 

2 

B 

R 

b 

r 

3 

0011 

ETX 

DC3 

#. 

3 

C 

S 

c 

s 

4 

0100 

EOT 

DC4 

$ 

IB 

D 

T 

d 

t 

5 

0101 

ENQ 

NAK 

% 

5 

E 

U 

e 

u 

6 

0110 

ACK 

SYN 

& 

6 

IH 

■H 

f 

V 

7 

0111 

BEEP 

ETB 

Hi 

Hi 

G 

W 

g 

w 

8 

1000 

BS (<-) 

CAN 

IB 

8 

H 

Di 

h 

X 

s 

1001 

HT (TAB) 

EM 

■B 

9 

I 

■H 

i 

y 

11 

1010 . 

LF ( ; ) 

SUB 

★ 

• 

• 

DB 

Z 

mm 

Z 

B 

1011 

VT ( t ) 

ESC 

m 

IB 

K 

C 

k 

{ 

B 

1100 

FF (->) 

FS 


< 

IBi 

\ 

1 

1 

B 

1101 

CR 

GS 


= 

M 

] 

m 

i 

B 

1110 

SO 

RS (HOME) 


> 

N 

A 

n 



nil 

i SI 

US 

/ 

a 

0 

— 

0 

*DEL (RU2) 


CONTROL DISPLAYABLE IN DISPLAYABLE WITH 

CODES STANDARD ADM 3A ADM 3A UPPER/LOWER 

CASE DISPLAY OPTION 

(GENERATED BY HOLDING 
CTRL KEY WHILE TYPING 
THE CORRESPONDING KEY 
SHOWN IN COLUMNS 4 
AND 5.) 
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Figure 1-3. ADM 3 A Graphic Character Set and CTRL Codes 
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Figure 1-4. Word Format Codes with Switch Configurations 


ro 


CD 

I 


WORD 

FORMAT 

FRONT PANEL SWITCHES 


PAR 

DATA 

STOP 

PARITY 

BIT 8 


POSITION 

IS 1 


SW2 

SW3 

SW4 

SW5 

SW6 

0 


Eleven-Bit Word 








with EVEN Parity 

EVEN 

7 

2 

PARITY 

IB 

START 


and 2 STOP Bits 





BB 



Eleven-Bit Word 





SIS 


1 

with ODD Parity 

ODD 

7 

2 

PARITY 

IB 

START 

1 

and 2 STOP Bits 





mS 


1 

Ten-Bit Word 


|H|B||| 



OR 


1 

with EVEN Parity 

EVEN 


1 

PARITY 

IB 

START 

1 

and 1 STOP Bit 


HU 



BB 


1 

Ten-Bit Word 





OR 



with ODD Parity 

ODD 

7 

1 

PARITY 

IB 

START 


and 1 STOP Bit 





BO 



Eleven-Bit Word 





0 



with No Parity 


8 

2 

INH 

OR 

START , 


and 2 STOP Bits 

ass 




1 



Ten-Bit Word 





0 



with No Parity 

iSi 

8 

1 

INH 

OR 

START 


and 1 STOP Bit 





1 



Eleven-Bit Word 





0 



with EVEN Parity 

EVEN 

8 

1 

PARITY 

OR 

START 


and 1 STOP Bit 





1 



Eleven-Bit Word 





0 



with ODD Parity 

ODD 

8 

1 

PARITY 

OR 

START 


and 1 STOP Bit 





1 



Nine-Bit Word 

StBi 




0 



with no Parity 

IBI 


1 

INH 

OR 

START 


and 1 STOP Bit 

BB 

m 



1 
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1.5.4 Data Entry and Overflow 

New data enters on progressive lines, from top to 
bottom. When the cursor is on the bottom line, line 
feed causes upward scrolling of the entire display 
page. When overflow occurs, the entire display 
page is scrolled upward one line as new data 
enters at the beginning of the new bottom line. If 
AUTO NEW LINE is not enabled, a CR/LF must 
be sent. 

1.5.5 Configuration Control 

Default conditions for the ADM 3A are 
established by the selected positions of 33 DIP 
switches, which are located on the main logic 
board. The switches are factory set in accordance 
with instructions established at the time of 
purchase of the ADM 3A. Sectionll of this 
manual shows the locations of these switches so 
that they may be checked and/or reset at the time 
of ADM 3 A installation. 

1.6 OPTIONAL FEATURES 

The following features can be incorporated into 
the ADM 3 A by installation of the appropriate 
option. 

1.6.1 Lower Case Characters 

This option provides the capability of displa 3 dng 
lower case characters. 

1.6.2 Answerback 

When installed, this option is activated by means 
of the HERE IS key. Momentarily pressing this 
key initiates an identification message (stored in a 
special ADM 3A memory) that identifies the 
terminal. The HERE IS key is included in the 
keyboard of the ADM 3A, but has no function if 
the Answerback option is not installed. 
Answerback is activated by a remote ENQ code. 

1.6.3 Numeric Keypad 

This option provides 14 keys for operators 
convenience. These keys consist of 10 numeric 
(0-9), 3 punctuation (- . ,) and ENTER (equivalent 
to RETURN) key. 


1.6.4 20mA Current Loop on 
Extension Port 

This option permits the EXTENSION port to be 
used in a cmrrent loop application. 

1.6.5 Split Baud Rate 

This option adds a 12-position rotary switch, 
adjacent to the BAUD RATE switches, that 
allows the ADM 3A to transmit at a specific baud 
rate (using the BAUD RATE switches) and receive 
at another baud rate (using the rotary switch). 

1.6.6 Beep Defeat 

For this option a switch is added to provide the 
capability of defeating or not defeating the BEEP 
signal. 

1.6.7 230VAC 

For this option, a 230-volt transformer and 
appropriate power cord are provided to make the 
ADM 3A suitable for 230- volt operation. 

1.6.8 Alternate Configuration - 
Green Phosphor Screen 

This option provides a green display screen which 
has a longer persistence than the standard screen. 


1.7 RELATED DOCUMENTS 

a. ADM 3A/3A+ Maintenance Manual DP305. 

b. ADM 3A/3A■^ Illustrated Parts Catalog 
DP705. 
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SECTION II 
INSTALLATION 


2.1 GENERAL 

Installation procedures involving unpacking, site 
requirements, initial set-up, and operation 
checkout of the ADM 3A are contained in this 
section of the manual. 

2.2 SPECIAL SAFETY 
REQUIREMENTS 

Observe normal safety procedures when 
installing the ADM 3A. No special safety 
requirements are imposed. 

2.3 UNPACKING AND INITIAL 
INSPECTION 

Each ADM 3A is thoroughly inspected and 
carefully packaged prior to shipment. Every 
precaution is taken to ensure that each unit is 
complete and ready for installation at the 
customer’s site. However, it is recordmended that 
each unit be inspected upon receipt for transit 
damage. Start by examining the exterior of the 
package for evidence of rough or careless 
handling; then perform a thorough visual 
inspection of the internal components and 
subassemblies. As a rule, most transportation 
companies will not honor claims for damage 
unless they are filed promptly; therefore, the 
following steps should be taken: 

1. Verify that each item shown on the Sales 
Order Packing Slip has been included in the 
shipment. Contact LSI or your distributor 
immediately in the event of packing shortage. 

2. Check to verify that the serial number of the 
unit corresponds to that shown on the invoice. 

3. Check the hardware to determine if any 


assemblies or screws were loosened during 
shipment. Tighten as required. 

4. Inspect for dust or foreign material which may 

impair electrical contact when cable 
connections are made. Vacuum to remove any 
loose dirt. 

5. Install and test operation of the ADM 3A 
as soon as possible after delivery. (This is very 
important since internal damage to the 
equipment cannot be determined by visual 
inspection alone.) 

6. If, in your opinion, the equipment has been 
damaged - either internally or externally - 
notify the agent of the transportation 
company immediately, and ask him to make 
an inspection. If assistance is needed to 
describe the extent of the damage or the 
repairs that will be necessary, contact your 
local Sedes and Service Office. 

2.4 SITE REQUIREMENTS 

The ADM 3A may be used conveniently in a 
normal office environment, as no special 
moimting provisions are required. However, it is 
recommended that a weather protected 
environment with an ambient temperature range 
of 41°F to 122°F (5°C to 50°C), and relative 
humidity of less than 95 percent be maintained for 
equipment use. 



To prevent condensation from 
developing, allow the ADM 3 A to 
temperature stabilize when changing 
locations. Condensation could 
develop in the unit and adversely 
affect the operation of the device. 


2-1 


LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


Whenever the ADM 3A is physically moved to a 
warmer environment than its former location, be 
sure to allow sufficient time for the equipment to 
equalize with the warmer location before 
activating the terminal. Condensation developed 
by the temperature differential may possibly 
impair ADM 3A operation. 

Refer to Section I of this manual for physical 
dimensions of the ADM 3A, as well as 
installation power and environmental 
parameters. The basic requirements for reliable 
installation of the ADM 3A are as follows: 

• Table or desk mounting 

• Standard three-pronged, 115-volt or 230-volt, 
power outlet 

• Cable connection to the computer, modem, 
serial printer, or other auxiliary device. If 
connection to a remote computer is desired, a 
modem or data set may be required. 

2.5 INITIAL PREPARATION 

Initial preparation includes: making sure that the 
ADM 3A will not be plugged into an AC line 
power output that will damage the equipment; and 
checking and/or resetting the configuration 
control switches as necessary. 

2.5.1 Line Voltage Selection 

The ADM 3A is shipped properly connected for 
either 115- volt or 230- volt AC Une power, as 
specified in the purchase order. Any change for 
operation from a different line voltage requires 
changing components in the ADM 3A, which 
should be accomplished only by authorized LSI 
Maintenance Personnel. (Unauthorized circuit or 
component changes invalidate the equipment 
warranty.) 

2.5.2 Configuration Control Switch 
Settings 

DIP switches located on the main logic board are 
provided for establishing the default state of 
selected terminal operating characteristics. These 
switches are initially set at the factory in 
accordance with customer requirements, as 
expressed on the Terminal Ordering Form. Any 


required switch settings should be made before 
attempting to operate the termined. Figure 2-1 
shows the location and identity of the 
configuration control switches, as well as 
connector/pin designations. Tables 2-1 and 2-2 
describe the function and factory setting of each 
switch. 


WARNING 


Dangerous voltages exist within the 
ADM 3 A. Always disconnect the AC 
power cord before opening the 
ADM 3A case to access any internal 
components. 



Set DIP switches ON or OFF using 
DIP Switch Setting Tool 857001. DO 
NOT use a ball point pen or pencil; the 
switches could become contaminated 
with conductive debris. 


Access to the configriration control switches is 
obtained by opening the cover of the ADM 3A, as 
follows: 

1. Disconnect the AC power cord fi:om the source 
receptacle. Also disconnect any external 
cables, if connected. 

2. Remove the two screws located under the front 
comers of the base and lift the cover upwards 
and to the rear of the terminal, until it rests 
on the table or desk supporting the equipment. 

2.6 INTERFACE INFORMATION 

The ADM 3A may be cabled directly to a local 
computer, or it may be connected via telephone 
data lines to a remote computer located almost 
anywhere. Remote computer connections usually 
require the use of a modem or data set. Figure 2-1 
shows the connector/pin assignments for the 
MODEM and EXTENSION ports. Figure 2-2 
shows typical ADM 3A application. 
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Figure 2-1. ADM 3A Connector and Configuration Switch Locations 


MOOEM RS^232C ft CURRENT 

LOOP CONNECTOR (J1) 

PIN 


NO. 

SIGNAL FUNCTION 

1 

FRAME GNO 

2 

BA XMIT 

3 

BB RCVE 

4 

CA RTS 

5 

CBCTS 

6 

CC OSR 

7 

GNO 

8 

CF OCO 

9 

•• 

10 


11 

SA SEC RTS 

12 

SB SEC RCVE 

13 

•• 

14 


15 

*• 

16 

•• 

17 

CL OUT 

18 

•• 

19 

•• 

20 

CO 

21 

•* 

22 

REAO BACK EN*** 

23 

CL INPUT 

24 

CL OUT 

25 

CL INPUT 


470^-l1/2W 
ACTIVE CURRENT 
LOOP RESISTORS 
(FIELD INSTALLED ONLY) 


R7 RCVE 
R8 XMIT 


I EXTENSION RS 232C connector! 


U2) 

PIN 


NO. 

SIGNAL FUNCTION 

1 

FRAME GNO 

2 

EX BA 

3 

EXBB 

4 

EXCA 

5 

EXCB 

6 

CC 

7 

GNO 

8 

EXCF 

9 

•• 

10 

12V 

11 

EXSA 

12 

EX SB 

13 

•• 

14 

•• 

15 

•* 

16 

•• 

17 

♦ 12V 

18 

•• 

19 

•• 

20 

EX CO 

21 

•• 

22 


23 


24 

EXT CL IN* 

25 

EXT CL OUT* 


1 POWER INPUT 
CONNECTOR (J4) 

PIN 


NO. 

FUNCTION 

1 

20.5VAC 

2 

20.5VAC 

3 

CHASSIS GNO 

4 


5 



STO 

FACTORY 

SETTING 


1 2 3 4 5 6 1 

Bieiem 


OPTIONAL NUMERIC 
KEYBOARD CONNECTOR 
(J6) 


POWER INPUT CONNECTOR 

C£) 

PIN 

NO. FUNCTION 



\ 

MONITOR 

CONNECTOR (J7) 

PIN 


NO. 

FUNCTION 

1 

KEY 

2 

3 


4 

VIDEO 

5 

VIDEO RET 

6 

7 


8 

H DRIVE 

9 

V DRIVE 

10 

GND 

11 

+ 15V 

12 





■■MAH 

1 SWITCH SB 1 

LOCATION 

1A 

STO 


FACTORY 

B lJ 

SETTING 

■ LK 

GT 

LK 

ENABLES 

DISABLES 

iGATED 

GATED 

EXTENSION 

EXTENSION 


SPEAKER CONNECTOR (J5) 


SWITCH S7 
LOCATION NEAR ID 



SWITCH S3 

LOCATION NEAR KEYBOARD 


STO 1 2 3 4 5 6 
FACTORY □□■■■A ON 
SETTING OFF 


REFER TO TABLE 2 2 


•WHEN OPTIONAL EXTENSION PORT CURRENT LOOP INSTALLED 
•NO PIN INSTALLED IN CONNECTOR 


OFF 


72 COL. BEEP DEFEAT 72 
COL. BEEP 
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Table 2-1. Baud Rate Switch Functions 


SWITCH NO. 

NAME 

FUNCTION 

SI-1 

75 BAUD 



SI-2 

110 BAUD 



SI-3 

150 BAUD 



Sl-4 

300 BAUD 



Sl-5 

600 BAUD 


BAUD RATE Switches 

SI-6 

1200 BAUD 


for selecting MODEM 
port baud rate. 

Sl-7 

1800 BAUD 


SELECT ONE ONLY 

S2-1 

2400 BAUD 



S2-2 

4800 BAUD 



S2-3 

*9600 BAUD 

i 


S2-4 

**19200 BAUD 

. 1 

J 



* Factory Setting 

**Not applicable for current-loop operation 


2.6.1 RS-232C Modem Port 
Interface 

The MODEM port interface is used to connect the 
terminal directly to a computer, modem, or data 
set in RS-232C or current-loop application. See 
figures 2-3 and 2-4. 

2.6.2 RS-232C Extension Port 
Interface 

The EXTENSION port interface extends the 
standard RS-232C capabilities of the ADM 3 A by 
allowing the connection of a serial RS-232C 
peripheral. 

The gated EXTENSION port mode, when selected 
by switch S8, allows selective transmission of 
data from the keyboard, in Half-Duplex mode, or 
the communication line through the 
EXTENSION port. 


Note 

The peripheral device that is attached 
to the EXTENSION port must 
operate at the same baud rate as the 
communication line. 

2.7 INSTALLING THE ADM 3A 

To install the ADM 3A, proceed as follows: 

1. Verify that the POWER ON/OFF switch is 
OFF (figure 2-5). 

2. Connect the interconnect cable(s) using the 
appropriate information in figures 2-1 and 
2 - 2 . 

3. Set the configuration control switches to the 
positions desired. See table 2-2. 

4. . Set the appropriate (Si or S2) switches for the 

desired baud rate. See table 2-1. 

5. Connect the power cord to a grounded AC 
outlet. 
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Table 2-2. Configuration Control Switch Functions 


SWITCH NO. 

NAME 

SETTING 

FUNCTION 

S2-5 

HDX-FDX 

ON 

HDX: Places ADM 3A in half duplex mode. 
Each character is sent to the computer as it 
is entered on keyboard and displayed on 
CRT. 



OFF 

FDX: Places ADM 3A in full-duplex mode. 
ADM 3A transmits and receives in both 
directions simultaneously. Each character 
must be echoed back from the host or 
modem to be displayed. 

S2-6 

RS 232-CL 

ON 

RS 232: Selects RS-232C interface for 
communication through MODEM connector. 



OFF 

CL: Selects 20mA current-loop interface 
for communication through MODEM con- 
nector. Maximum baud rate for CL is 9600 

S2-7 

AUTO NL-OFF 

ON 

AUTO NL: Causes the cursor to move to 
the beginning of the next line automatically 
after the 80th character position is typed. 



OFF 

Disables Automatic New Line Function. 
Each new character is written into the 80th 
position. A CR and LF are required. 

S3-1 

LC EN-UC 

ON 

LC EN: Causes generation of lower-case 
characters. 



OFF 

UC: SHIFT key operational only for non- 
alphabetical character keys. Only upper- 
case characters are generated and displayed 
whether or not SH 1 FT key is depressed. 

S3-2 

PAR ODD-EVEN 


NOTE 

This switch is active 
only when S3-5 is in 
PARITY (ON) 



ON 

PAR ODD: Selects ODD parity 



OFF 

EVEN: Selects EVEN parity 
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Table 2-2. Configuration Control Switch Functions (cont’d) 


SWITCH NO. 

NAME 

SETTING 

FUNCTION 

S3-3 

DATA 7-8 

ON 

DATA 7: Selects 7-blt data word 



OFF 

8: Selects 8-bit data word 

S3-4 

STOP 1-2 

ON 

STOP 1: Selects 1 STOP bit 



OFF 

2 : Selects 2 STOP bits 

S3-5 

PARITY-INH 

ON 

PARITY: Enables parity bit after 7- or 
8-bit data word. 



OFF 

1 N H : No parity bit after 7- or 8-bit 

data word. 

S3-6 

BIT 8 0-1 


NOTE 




This switch is active 
only when S3-3 is in 
position 8. 



ON 

• BIT 8 0: Forces bit 8 to a zero value. 



OFF 

1 : Forces bit 8 to a one value. 

S4-1 

12 LINE-24LINE 

ON 

12 LINE: Selects 12-line display 



OFF 

24 LINE: Selects 24-line display 

S4-2 

50 Hz - 60 Hz 

OFF 

Selects 60 Hz refresh rate for data on CRT. 
Refresh rate should be set to correspond 
with powerline frequency. 



ON 

Selects 50 Hz refresh rate 

S4-3 

DI.SABLE-CLR SCRN 

ON 

DISABLE: Prevents remote CTRL 2 from 
clearing screen. 



OFF 

CLR SCRN: Allows remote CTRL Z to 
clear screen. 
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Table 2-2. Configuration Control Switch Functions (cont’d) 


SWITCH NO. 

NAME 

SETTING 

FUNCTION 

S4-4 

DISABLE-KB LOCK 

ON 

DISABLE: Prevents keyboard from being 
locked. 



OFF 

KB LOCK: Allows keyboard to be locked 
by remote control codes. 

S4-5 

UC DISP-U/L DISP 

ON 

UC DISP: Characters are displayed upper 
case only. 



OFF 

U/L DISP: Characters are displayed upper 
and lower case when ADM 3A contains 
Lower-Case Option. 

S4-6 

SPACE-ADV 

ON 

SPACE: Selects destructive cursor. Space 
code always overwrites the display memory 
-location under cursor and advances cursor. 



OFF 

ADV: Selects nondestructive cursor between 
RETURN and subsequent LINE FEED. 

Cursor can be advanced with space code or 
key; however, space code does not overwrite 
^splay memory location. Cursor is destruc- 
tive between LINE FEED and next RETURN. 

S5-1 

S5-2 

EOT-OFF 

ETX-OFF 

See Function 

Only one switch may be active in 
conjunction with 202-type modem 
operation to select the primary 
channel turnaround code (See Function 
Description for S5-3 and S5-4). 

S5-3 

CODE-SEC 


Active only when S5-4 is ON. Used to select 
method of line turnaround for half-duplex 
operation as follows: 



ON 

CODE: Enables line turnaround using 
primary channel. Turnaround code may be 
either ETX or EOT. 


j 

i 

OFF 

SEC: Enables line turnaround using sec- 
ondary channel. Both S5-1 and S5-2 must 
be OFF. 
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Table 2-2. Configuration Control Switch Functions (cont’d) 


SWITCH NO. 

NAME 

SETTING 

FUNCTION 

S5-4 

S5-5 

S5-6 

202-OFF 

103-OFF 

LOCAL-OFF 

See Function 

Only one switch may be active at any time. 
Used to select one of the following methods 
of communicating with host computer. 




202: Enables connection to 202-type 
modem. Secondary channel or line turn- 
around code changes direction of data in 
primary channel. 




103: Enables connection to 103-type 
modem. CA (RTS) line is held high. 




LOCAL: Enables direct computer con- 
nection without modems. Request to Send 
(CA) line rises and falls with each character 
transmitted. 




All Switches OFF: CA (RTS) line is held 
low. 

S5-7 

CURCTL-OFF 

ON 

CURCTL: Selects reverse block cursor. 
Cursor moves to HOME position. 



OFF 

Selects double underlined cursor Data 
entered from bottom of screen. No cursor 
addressing. 

S6 

NORM-FILL 

ON 

FILL: Enables FILL function. Display 
is filled with zeros for test purposes. 



OFF 

NORM: Disables FILL function. 

S7 

ON-OFF 

ON 

Disables BEEP signal at column 72. 



OFF 

Enables BEEP signal at column 72. 

S8 

GT-LK 

ON 

GT: Enables gated EXTENSION port 
mode which allows ON/OFF control of 
the EXTENSION port. 



OFF 

LK: Disables gated EXTENSION port mode 
which allows locking and unlocking off 
keyboard. 
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LSI 310 PRINTER 


19-6 


Figure 2-2. Typical ADM 3 A Application 
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ADM 3A 


EXTENTION 


MODEM 


AA 

BA 


BB 

CA 

CB 

CC 

AB 

CF 

SA 


SB 


CD 



*TEST ONLY DO NOT CONNECT 


Figure 2-3, Modem and RS-232C Extension Interface Logic 
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FULL DUPLEX PASSIVE 



HALF DUPLEX PASSIVE 



FULL DUPLEX ACTIVE 
ADM 3A pQ 



HALF DUPLEX ACTIVE 


FDX/HDX SWITCH MUST BE IN FDX POSITION FOR CURRENT-LOOP OPERATION 
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MODEM PORT INTERFACE CONNECTOR EXTENSION PORT INTERFACE CONNECTOR 



Figure 2-5. ADM 3 A Rear Panel Controls 


2.8 POWER TURN-ON AND 
TURN-OFF 

Proceed as follows: 

1. Set the POWER ON/OFF switch (figure 2-6) 
to the ON position. 

2. Wait approximately 20 seconds for the unit 
to warm up. 

3. If the CUR CTL-OFF switch (S5-7) is set to 
CUR CTL (ON) (table 2-2), a reverse block 
cursor should appear in the upper-left comer 
of the screen. 


j! CAUTION I; 


If power is recycled ON and OFF 
using the POWER ON/ OFF switch, 
wait 10 seconds between the OFF and 
ON operations to ensure complete 
reset of the ADM 3A electronics. 


4. If the CUR CTL-OFF switch (S5-7) is set to 
OFF, a double underline cursor should appear 
in the bottom-left comer of the screen. 
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Figure 2-6. ADM 3A+ Assembly; From Engineering Drawing No. 131551 
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5. If the cur sor does not app ear, momentarily 
press the I CTRL I HOME! keys. If this fails 
to produce the cursor, adjust the CONTRAST 
control on the front panel. The cursor should 
be present. 

Note 

If the FulUDuplex mode is selected, 
typing at the keyboard will not 
display characters unless echo-back 
from the host computer or modem is 
provided. If Half-Duplex mode is 
selected, data will be displayed only if 
CLEAR TO SEND is present or 
interface cable is disconnected. 

2.9 CARE OF THE ADM 3A 

This portion of the manual provides the required 
operator instructions pertaining to routine 
maintenance for the ADM 3A. Preventive 
maintenance procedures are limited primarily to 
cleaning and inspection steps. 


2.9.1 Cleaning 

At periodic intervals, clean the exterior housing 
and lightly dust the unit using a soft brush or 
damp lint-free cloth. However, paper towels may 
be substituted if desired. Remove smudges from 
the CRT exterior housing with conventional spray 
cleaners or alcohol. Do not use petroleum base 
cleaners, such as lighter fluid, as this could be 
harmful to the painted surface. Use only a lint-free 
soft cloth to clean the CRT screen. Be careful not to 
scratch the CRT screen, and do not use freon 
cleaners, alcohol, or ammonia. 

2.9.2 inspection 

Periodically, inspect keyboard assembly for 
freedom of movement. Determine that the 
intensity of character trace on the CRT screen has 
not diminished. Any required mechanical or 
electrical adjustment should only be performed by 
an authorized Lear Siegler Service representative 
to insure warranty. 
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SECTION III 
OPERATION 


3.1 GENERAL 

The ADM 3A is used to enter, display, and send 
information to a host computer. It performs a 
similar function by accepting information from 
the host and displaying the information on the 
CRT screen. In this section of the manual, the 
various keys and specific control codes are 
described. 

3.2 KEYBOARD OPERATIONS 

The operator uses a keyboard very similar to the 
keyboard of a teletypewriter to enter data. 
Information typed by the operator may be 
displayed on the CRT screen immediately, as 
during half-duplex operation, or as an echo from 
the remote computer, as during full-duplex 
operation. 

Figure 3-1 shows the layout of a standard 
ADM 3A keyboard. Functionally, the keyboard 
consists of displayable character keys and special 
function keys. Some of the special function keys 
can also be used in conjunction with certain 
displayable character keys to command specific 
control operations. 


In the standard ADM 3A, 63 characters (plus 
space) are displayed. These characters include 
upper-case alphabet, numbers, punctuation 
marks, and most symbols. When a nondisplayable 
lower-case character is typed (S3-1 set to LC EN), a 
lower-case code is transmitted. However, the 
character is displayed as upper case. If the ADM 
3A contains a Lower-Case Option, (S3-1 set to LC 
EN and S4-5 set to U/L DISP), 95 characters are 
displayed. These characters include upper- and 


lower-case alphabet, numbers, punctuation, and 
all symbols. 

Note 

Typing at the keyboard always 
generates codes which are 
transmitted. However, in order for 
characters to be displayed and for 
control codes to affect the ADM 3A in 
FDX mode, the characters must be 
echoed back from the host computer. 

All display actions described below 
assume that the generated codes are 
properly echoed. 

3.3 INTERFACE CONTROL 
OPERATIONS 

3.3.1 Data Communication Ports 

Communication between the ADM 3A and the 
host computer or modem is accomplished using 
the MODEM port. Transmission may be in one 
direction at a time, as in Half-Duplex operation; or 
in both directions simultaneously, as in 
Full-Duplex operation. 

3.3.2 Request To Send Operation 

The ADM 3A may receive data at any time over 
the RCVE line (BB). Data transmission is 
controlled by Clear to Send (CTS) over line CB. 

Request to Send (RTS) is set (high) to inform the 
host that the ADM 3A wishes to transmit. If CTS 
(Clear to Send) is low, transmission is inhibited. 
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I ESC I is used in conjunction with 
dispiayable characters to produce an 
ESC sequence. (See Operators Quick 
Reference Chart of Control and 
Operation Codes in Appendix A.) 


Alphanumeric, punctuation, and 
special character keys produce 64 (95 
with Lower Case Option) dispiayable 
chara cters. Ty ping any of these keys 
with I'shiftI depressed produces an 
upper case alpha character or the 
symbol imprinted on the upper portion 
of the key. 


M 

II 

# 

$ 

% 

& 

B 

( 

) 


mm 

= 

{ 

) 


2 

3 

4 



B 

8 

9 


B 


[ 

] 


E 

II 

Q 

W 

E . 


B 

B 

fl 

B 


B 



B 



D 

F 

G 

H 

ID 

ID 

D 

ID 

@ 

1 

1 

\ 



B 

D 

c 

V 

B 

N 

M 

< 

j 

> 

9 

/ 


SHIFT 


[control I is held down while typing 
an otherwise dispiayable character 
key to generate one of the 32 control 
codes. Only 14 control codes are 
applicable to ADM 3A operation. 

Refer to Operators Quick Reference 
Chart of Control Codes in Appendix A. 


ISHIFlI must be held down while 
affected key is typed. Enables upper 
case alpha characters and symbols, 
as well as a shift in certain special 
operations. Refer to table 2-2 for 
function of S3-1 . 



bar advances cursor one 
space to the right each time bar is 
typed. Any character under cursor is 
replaced by a SPACE. (Exception: See 
Table 2-2, S4-6 Space-Adv.) 


219-10 
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Two key operation moves the cursor 
incrementally in the specified 
direction as long as keys are 
depressed. Character under cursor, or 
characters passed over by cursor are 
not erased. 


BACKSPACE 

DOWNLINE 

UPLINE 

FORESPACE 

CTRL H 

CTRL J 

CTRL 1 K 

CTRL L 


— r— 



— 

H 

J 

K 

L 


[line feed! moves cursor to same 
column position of next lower line v 
when CUR CTL-OFF switch (S5-7) iA 
set to CTL (ON), if cursor on bottom \ 
line, entire display scrolls upward one' 
line and cursor remains stationary. 

When CUR CTL-OFF switch is set to 
OFF, all data entry is on bottom line, 
entire display scrolls upward one line 
and cursor remains stationary. 


IRUBI transmits DEL (RUBOUT) 
character to the host computer. 

Curso r does not advance after typing 
iRUBi . May be used by host as a 
character erase code. 

I return] moves cursor to the first / 
character position in the line 
containing cursor. If SPACE-ADV (S4- 
6) is set to ADV (OFF), space key is 
nondestructive between RETURN and 
subsequent LINE FEED. Cursor can be 
advanced, space codes do not 
override characters until LINE FEED is 
executed. 


RUB BREAK 


I repeat! allows characters or control 
functions to be repeated at 22 per 
second. The repeat rate is reduced to 
the transmission rate if the ADM 3A 
is operating at a baud rate less than 
300 baud. 


^ {HOME! typing |CTL iHOMEj moves 
cursor to first character position 
(upper left corner) when CUR CTL- 
OFF switch (S5-7) is set to CTL (ON). 

When CUR CTL-OFF switch is set to 
OFF, cursor moves to first character 
position on bottom line. (Message is 
displayed in Half-Duplex Mode.) 

t IHERE ISi key Is operational only if 
Answerback Option is installed. When 
typed, key transmits an identification 
message (stored in a special ADM 3A 
memory). The message is displayed 
in Half-Duplex. 


^ [BREAK j causes the transmit data line 
to go positive (Spacing State) as long 
as the key is depressed. 

ICLEARI is operation al only when 
TSTTIFTT is held down. FSHIFTl CLE4^ 
causes data to be erased from screen 
and from display memory. All 80 x 24 
character positions are filled with 
SPACE codes. Cursor goes to HOME* 
CTRL Z from the host may be disabled 
by setting DISABLE-CLR SCRN switch 
(S4-3) to DISABLE. 


Figure 3-1. ADM 3 A Standard Keyboard Operational Characteristics 
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RTS may be controlled in one of five ways, as 
follows: 

1. RTS may originate from a peripheral device 
connected to the EXTENSION port. 

2. RTS remains low if LOCAL (S5-6), 103 (S5-5), 
and 202 (S6-4) switches are all set to OFF 
(open). 

3. LOCAL (S5-6) switch set to ON (closed): RTS 
rises before transmission of each character 
and falls when character has been 
transmitted. 

4. 103 (S5-5) switch set to ON (closed): RTS 
remains high all the time. 

5. 202 (S5-4) switch set to ON (closed): RTS is 
controlled through the ADM 3A interface in 
either code turnaround or reverse-channel 
turnaround operation. Transmission may be 
in only one direction at a time (Half-Duplex). 

3.3.3 Secondary Channel 
Turnaround Operation 

Secondary channel turnaround operation is 
enabled by setting switch 202 (S5-4) to ON and 
switch CODE - SEC (S5-3) to SEC (OFF). Both 
switches EOT (S5-1) and ETX (S5-2) must be set to 
OFF. In this operation, RTS is controlled by 
secondary channel signals, instead of turnaround 
codes on the primary channel. 

ADM 3 A transmission takes place when the host 
raises SEC RCVE (Secondary Receive Data) over 
line SB, and DCD (Carrier Detect) on line CF falls 
to indicate that the host has completed (character) 
transmission. RTS (Request to Send) over line CA 
goes high; the CTS (Clear to Send) over line CB 
from the host initiates ADM 3A transmission. 

When SEC RCVE (Secondary Receive Data) over 
line SB goes low while DCD over line CF is high, 
RTS is unconditionally reset, thus inhibiting 
ADM 3A transmission. 

SEC XMIT (Secondary Transmit Data) over line 
SA rises, allowing the host to transmit. Each time 
RTS switches between high and low, the ADM 3 A 


ignores any further commands or codes for 
approximately 250 milliseconds, to allow time for 
the host to propagate signals. 

3.3.4 Code Turnaround Operation 

Code turnaround operation is enabled by setting 
switch 202 (S5-4) and switch CODE - SEC (S5-3) to 
CODE (ON). Additionally either switch EOT (S5- 
1) or ETX (S5-2) must be set to ON. RTS over line 
CA is set (high) when DCD (Carrier Detect) over 
line CF falls as the result of decoding the ETX 
(EOT) code from the host, indicating that 
(character) transmission is complete. Data 
transmission from the ADM 3A may take place 
when CTS (Clear to Send) from the host over line 
CB is set (high). 

When ETX (EOT), terminating each character, is 
again decoded, RTS (and CTS from the host) are 
reset to the marking state. ADM 3 A transmission 
is inhibited, and the terminal will not recognize 
any further commands or codes for approximately 
250 milliseconds, to allow time for the host to 
propagate its signal. 


3.4 PROGRAMMING 
CONSIDERATIONS 


3.4.1 Remote CTRL Operation 

The host computer has full control over the 
ADM 3A. All control operations which are 
possible from the keyboard can also be executed 
from the computer by transmitting the 
appropriate CTRL codes. (Refer to the Chart of 
Control and Operation Codes in Appendix A). 
Displayable characters will be displayed, and 
valid control codes will be recognized and acted 
upon, in the same manner as that described for 
keyboard operations. 

3.4.2 Remote Load-Cursor 
Operation 

The computer may command the ADM 3 A cursor 
to any absolute screen position, as shown in the 
Chart of Absolute Cursor Positions in Appendix 
E. 
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3.5 GATED EXTENSION 
PORT OPERATION 

The RS-232C EXTENSION port provides a 
convenient method for attaching an auxiliary 
serial asynchronous device to the ADM 3A. The 
device may be an additional CRT terminal; 
however, a more common application is for a hard 
copy device such as a Lear Siegler Model 310 
Printer. The EXTENSION port parallels the 
RS-232C MODEM port, such that any data sent to 
the terminal through the MODEM port is also 
passed through the EXTENSION port, unless the 
port is disabled using the gating function 
described below. 


The gating function allows the host computer to 
turn the EXTENSION port ON and OFF, using 
control codes. This function is enabled by setting 
DIP switch S8 on the main logic board to the GT 
position. With S8 in this position, the CTRL O 
command disables the port, while CTRL N 
enables the port. 


When a Model 310 Printer is connected to the 
EXTENSION port, several control and operation 
codes used for controlling ADM 3A operations 
will be passed through the port and affect printer 
operations also, as shown in the following chart: 


COMMAND 

ADM 3A 

LSI MODEL 310 PRINTER 

■HiaaHB 

Increments Cursor by 1 

Performs form feed 

CTRL N 

Enables EXTENSION port when in gated mode 

Turns ON elongated print 

mmm 

Disables EXTENSION port when in gated mode 

Turns OFF elongated print 

■mial 

Upline 

Vertical tab 
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SECTION IV 

THEORY OF OPERATION 


4.1 GENERAL 

This section describes the manner in which 
the ADM 3 A performs its different functions. 
Logic is first described with reference to an 
overall block diagram, and then each element 
shown in the block diagram is described with 
reference to specific illustrations and to logic 
diagrams contained in Section 6 of this 
manual (Drawings). 

4.2 GENERAL FUNCTIONAL 
DESCRIPTION 

The general organization of logic in ADM 3 A 
is shown in figure 4-1. This figure divides 
ADM 3A logic into functional blocks and 
shows the relationships between blocks. It 
also indicates the sheet of the logic diagram 
on which logic in any block is detailed. 

4.2.1 Display Generation 

Signals that cause a display to be generated 
and maintained on the screen are furnished 
by a string of counters (display counter logic). 

The first counter (the dot counter) is clocked 
by pulses from an oscillator. This clock is the 
primary timing signal in the ADM 3A. The 
purpose of the dot counter is to time the 
presentation of the sequential address to the 
character generator and the presetting of the 
video serializer. Each increment of the 
counter defines the position of a single dot in 
any line (dot row) of any character in the 
display. Any character is made up of a 5 x 7 
array of dots (figure 4-2). A character 
position is seven dots wide and nine dots high 
to provide 2-dot spacing between characters 
both horizontally and vertically. 


A single horizontal sweep of the CRT beam 
produces all dots in a given dot row for all 
characters in the character row. The 
character dot counter is incremented for every 
seventh dot column to define the position of 
each character in the row. At the end of each 
dot row, the line counter is incremented and 
the next dot row is scanned out. The character 
row counter is incremented by every ninth dot 
line to define the position of the next 
character row. 

The four display counter outputs control 
memory addressing, character generation, 
and many other functions of ADM 3A logic. 


4.2.2 Display Refresh Operation 

Except when received data is being loaded, 
the contents of the refresh memory (an entire 
"page" of data) are continuously presented on 
the screen. Memory address logic requires 
only sequential character and row counts 
(CCn and RCn) to read out the memory 
contents to the storage latches. 

Each character read from the refresh memory 
is stored for presentation to the ROM 
character memory (and to data transmitter 
logic for read-back test operation). 

The ROM character generation decodes the 
stored USASCII-coded character and 
produces a five-bit output specifying dots to 
be displayed for each dot row. That is, the 
character is presented to the ROMs for each 
dot row as the character row is generated. The 
count CCn selects the dot pattern for each dot 
row. 
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Figure 4-1. ADM 3 A Interactive Display Terminal, Functional Block Diagram 
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Figure 4-2. CRT Display Monitor 


4.2.3 Monitor Video and Drive 
Circuits 

The 5-bit dot row data read from the ROM 
character generator is presented to the 
monitor video circuits as a serial data stream, 
continuous except during CRT retrace 
periods. Character position and row counts 
are used to generate CRT sweep drive signals, 
with horizontal drive triggered by the start of 
each dot row, and vertical drive triggered 
when the character row count reaches 12 
(standard) or 24 (optional). 


4.2.4 Receiving and Storing Data 

Data transmission rates are selected in the 
ADM 3 A to match those devices on the other 
end of the line. Baud rates are derived from 
the LSB of the dot count, DCl. The receive 


clock and the transmit clock may be the same 
or different rates (split baud rate option). 

Received data is clocked into the refresh 
memory, which is addressed by memory 
address logic. The memory address, during 
loading, is formed by summing the Cursor 
Row Position Count (CRn) which represents 
the true position of the cursor on the screen, 
and the Offset Count (OCn), which represents 
the number of lines (since Reset) that the 
display has scrolled. The virtual address 
which is thus derived corresponds to the 
refresh address for that data row. The Refresh 
Address is determined by another circuit 
which sums the current Display Row Count 
(RCn) and the Offset Count (OCn). 

Received commands are decoded and used to 
control ADM 3A logic. Commands include 
Line Feed, Backspace, Carriage Return, and 
other functions. 
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4.2.5 Cursor Generation 

The cursor marks the position on the display 
in which the next character will appear. 
When the Cursor Control switch is in the OFF 
position, data will be entered in the bottom 
row; Line Feed will cause the display to roll 
upward. The cursor is formed by displaying 
five dots in the eighth and ninth dot rows of 
the character position in which it rests. 
Cursor information is ORed into video output 
logic along with character bits read from the 
ROMs. 

When the Cursor Control is in the ON 
position, the reverse block cursor is a 7x9 dot 
figure containing the reverse image of the 
character upon which the cursor currently 
resides. 

The cursor position code WCn is used to 
address the refresh memory in read-back test 
operation. 


4.2.6 Keyboard Logic 

The keyboard and associated logic are used to 
compose data for display and simultaneous 
transmission. As a character is typed by the 
operator, it appears (as KCn) at data 
transmitter logic, and (in half-duplex 
transmission) is loaded into the refresh 
memory for display. In full-duplex, 
communications characters originating at 
the keyboard appear on the display only if 
they are echoed back from the computer or 
modem. 


4.2.7 Data Transmitter Logic 

Data transmitter logic receives characters 
generated at the keyboard (or generated at 
optional answerback logic and put on KCn 
lines) and converts the seven-bit character 
into serial-bit form along with start, parity, 
and stop bits, and sends the formatted data 
word to the modem or computer. 

In read-back test operation, the contents of 
the memory buffer (CBUFn) may be accepted 
for transmission in the same manner as data 
on the KCn lines. 


4.2.8 Interface Control Logic 

This logic controls Clear-to-Send and 
Request-to-Send exchanges between modem 
or computer and the ADM 3 A. Either a code- 
turnaround or a reverse-channel system may 
be used to transfer control firom one end of the 
communication line to the other. 

Switches adapt the logic to interface with the 
common type 103 or 202 modems, or to operate 
under internal control. 


4.2.9 CRT Display Monitor 

The CRT display monitor employed in the 
ADM 3A is a solid-state unit for use in 
industrial and commerical installations 
where reliability and high-quality video 
reproduction are desired. 

The monitor features printed circuit board 
construction for reliability and uniformity. 
All circuits of the TV monitor are 
transistorized. 


4.3 LOGIC DESCRIPTION 

The following paragraphs describe the 
operation of logic represented by each block 
in the overall block diagram, figure 4-1, as 
well as logic and circuits performing 
functions not indicated in figure 4-1. Refer 
to block and timing diagrams that 
accompany the text, as well as to the logic 
diagram included in Section 6 in this 
manual. 


4.3.1 General Clear Circuit 

Circuits shown on sheet 7 of the logic diagram 
cause all control logic in the ADM 3A to be 
initialized when applied power causes the +5V 
dc supply to rise. 

As the supply voltage reaches trigger level of 
a retriggerable one-shot, the one-shot creates 
the reset signal CLEAR, which is distributed 
to ADM 3A logic through six inverters. In 
circuit board testing, the signal TESTER 
INITIALIZE simulates the action of the one- 
shot. 
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4.3.2 Display Counters 

The display counters provide a count of dot 
positions and dot rows, character position in 
a character line, and character rows. These 
counts define the position of each dot in a 
character matrix, and the position of each 
character in the total display. Figure 4-3 is a 
block diagram of this logic, and timing is 
shown in figure 4-4. 

The basic clock is a 10.884-MHz signal 
generated by a simple oscillator circuit. The 
clock frequency is twice the video frequency. 
The clock (CLK) drives the dot counter. 

The dot counter counts the seven dot columns 
comprising each character. The character is 
preset to 10 at the count of zero, counts 


through the overflow at 15, and is again 
preset at zero. Its final count, DCS, clocks 
successive addresses to the character ROMs, 
and triggers the character position counter. 

The eight-stage character position counter 
controls the position of each character on the 
80-character raster line, and controls 
horizontal retrace time. The counter provides 
a total count of 96 (80 counts for character 
position, and 16 counts for the retrace). The 
character position counter counts from zero to 
79, presets to 240, counts through the overflow 
at 255, and then wraps to zero. Outputs CCO 
through CC6 are binary counts, but CC7 has a 
value of 80. That is, CC7 is low while 80 
character positions are counted, and high 
during retrace time. 


DC3 



Figure 4-3. Display Counters, Block Diagram 


4-5 





LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 



Figure 4-4. Display Counter Timing 
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A flip-flop produces the signal ECC80 for the 
first count of retrace time. ICC80 indicates the 
time at which a command at the 1.0 interface 
may be acted upon. The output of the LCCLK 
flip-flop clocks the character line counter. 

The character line counter counts the lines 
that form each row of characters. The counter 
counts module nine. Counts 0 and 8 form 
spaces between charcters, and dot rows are 
formed by counts 1 through 7. The last count, 
LC3, clocks the character row counter at a 
frequency of 1.8 KHz. 

The character row counter counts the 24 
character rows appearing vertically on the 
display, and counts through vertical retrace 
time (six counts for a 60-Hz power line, and 12 
counts for a 50-Hz line). A switch (60 EN) sets 
up logic to produce RCRESET at the proper 
time, resetting the counter to zero to begin the 
next character row count. 


4.3.3 Row Counter & Offset Counter 
Logic 

The Row Counter (figure 4-5 and logic sheet 
3) defines the actual row in which the cursor 
resides, and consequently, the row in which 
new data entered into memory will appear on 
the screen. This counter will be cleared to zero 
on 24-line, and on 12-line mode by a power-up 
clear, key-clear operation, or a clear screen 
command, irrespective of the position of the 
Cursor Control switch. 

The Offset Counter relates absolute memory 
addresses, during data entry and refresh, to 
the virtual (apparent visual) row addresses 
which are generated by scrolling operations. 
The OC, like the RC, is initially cleared by any 
one of the dear-screen operations noted 
above, however, a sequence is then initiated 
by the START logic, which causes space- 
codes to be written into each character cell of 







J 


TO MEMORY 
ADDRESS 
& 

CURSOR 

PRESENTATION 

LOGIC 


Figure 4-5. Row Counter & Offset Counter Logic, Block Diagram 
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the current row during first 80 character- 
periods of one line-scan period. At the end of 
the line-scan, CC80 will generate a line-feed 
signal, DNLINEA, which will increment the 
OC. The process is then repeated, with the OC 
pointing to the next row of memory addresses, 
which are also filled with space-codes. 

After 24 such operations (12, if the 12/24 
select switch is closed), the OCLOD signal is 
generated, which terminates the START 
operation, and freezes the OC at a count of 
zero (1, if in 12-line mode). At this point, both 
the Row and Offset counters will contain 
"minimum count" (zero in 24-line, and 1 in 12- 
line mode), and the true and virtual row- 
addresses will be the same (MS-A). 

After completion of a clear operation, the 
Offset Counter will be disabled until the Row 
Counter has been advanced or set to 23 
(bottom row). If the Cursor Control switch is 
open (ENX true), line-feed signals 
(ONLINE B) will be sent to the Row Counter 
each CC80 time, until a count of 23 has been 
reached. At this point, the Row Counter will 
be disabled until either the Cursor Control 
switch is closed or another Clear is performed, 
and the Offset Counter will be enabled. 

If the Cursor Control switch is closed, the Row 
Counter will remain at minimum count after 
a clear operation, and will respond to any 
downhne, upline. Home and absolute (load 
cursor) row directives. In the same manner as 
when Cursor Control is off, downline 
directives which occur when the Row Counter 
is at 23 will be routed to the Offset Counter, 
causing it to increment, and scroll the entire 
display by adding a difference of one unit 
between the true and virtual row addresses. 

Whereas the Offset Counter can only be 
incremented (DNLINEA), the Row Counter 
can be incremented, decremente d, cleared or 
loaded with a n absolut e value (DNLINEB, 
VT, ROWCLR, LDROW). In the event a value 
in excess of 23 is loaded, the counter will be 
cleared to minimum count. If the Row 
Counter is decremented when it currently 
holds the minimum count, BORROW will 
occur, and the counter will be forced back to 
minimum count (ROWCLR). ROWCLR is 
also generated if a HOME (RS), directive is 
received. 


Both counters, when in 12-line mode, have the 
least significant bit forced true, and all 
increment or decrement directives will affect 
only the higher order bits. In this mode, 
therefore, only odd virtual addresses will be 
accessible. Note, that scrolling the display 
will still produce only odd addresses, since the 
Offset Counter will count in units of two, 
which when "added" to the odd Row Count 
will still result in an odd virtual address. 

Figure 4-65 shows the timing for the Clear 
Screen operation. The timing for Key Clear or 
power-on clear operations is identical to that 
shown, except that in the latter two 
situations, START is forced high without 
benefit of DOIT. 


4.3.4 Column Counter Logic 

The Column Counter (figure 4-8 and logic 
sheet 4) and its associated logic define the 
character-position of the cursor, irrespective 
of the current cursor mode. The counter is 
bidirectional, to accomodate both backspace 
and forespace operations, and is capable of 
being loaded, via an associated multiplexor, 
with either of two fixed values, or a variable 
position-code which is obtained as the last 
character of the four-part Load Cursor 
sequence. 

Back-spacing (count-down) is affected only 
by a local or remote backspace command 
(BKSP), while forward-spacing may be 
accomplished by either a character-entry, a 
forespace command or a Read' operation. All 
received characters will cause a forespace 
after the character is written into memory, 
except control characters and the three non- 
control characters which follow ESC during a 
Load Cursor sequence. For both character- 
entry and forespace commands (FF), the 
counter is advanced during CC80 time. 
During Read operations (test only), a 
forespace is generated each time XLOAD 
occurs, indicating, the initiation of character 
transmission. 
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Figure 4-6. Clear Screen Timing 
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The Column Counter is cleared in any one of 
four situations: 

a. A Carriage Return (CR) command is 
received, either from the keyboard or a 
remote source. 

b. A Home (RS) command is received. 

c. An underflow occurs, due to attempts to 
back-space from column 0. 

d. A start-sequence is initiated by one of the 
power-up/clear operations. 

When the Column Counter is incremented 
past the 80th column-count (code=79), an 
overflow signal is generated, causes an 
absolute count value to be loaded into the 
counter at the next LCCLK transition (CC81- 
time). If the Auto-New-Line switch is open, a 
79io code will be loaded, forcing the cursor 
back to the last column position. If auto- 
newline is closed, a zero-code will be loaded 
(carriage return) and a line-feed enable signal 
(BOFLO) will be generated, to enable either 
the Row or Offset counter to be incremented. 

When the code in the (Column Counter reaches 
71 10 , the signal LINE END is generated. This 
signal, like a received BEL-code, will cause 
the Beeper to sound a tone, announcing the 
approach of the end-of-line. If the Cursor 
Control switch is on (ENX-true) and a Load 
Cursor sequence is performed, the Column 
counter multiplexor will select the DATA 
lines from the Received Data Buffer, and the 
Column-code on these lines will be loaded into 
the counter at CC80 time. The two most 
significant bits of the code (DATA6 and 
DATA7) are modified in order that ASCII 
codes space (040s) through L/C "O" (137s) are 
interpreted as column codes OOOs through 
117s. In the event a translated code greater 
than 1178 (79io) is loaded, the OVERFLOW 
logic will force the counter either back to 117s 
(Auto-Newline OFF) or OOOs (Auto-Newline 
ON). 

4.3.5 Cursor Presentation Logic 

The cursor logic (see figure 4-7 and logic 
sheets 7 & 8) performs the function of 
detecting the current character-cell in which 
the cursor resides, and mixing the 
coincidence signal with the character video to 


obtain a representation determined by the 
Cursor-mode switch. The logic consists of a 
set of three comparators, a pair of unit-delay 
flip-flops and video mixing circuits. One 
comparator relates the current cursor row, as 
defined by the cursor Row Counter, to the 
Display Row Count. When coincidence 
occurs, an equality signal (ROWCOA) is 
generated. 

If the Cursor Control switch is off, row- 
equality is forced true, since the cursor will 
always reside on the bottom line. If the switch 
is on, ROWCOA is gated to the two column 
comparators. The two column comparators 
relate the 7-bit WC counter code to the Display 
Column Count. When coincidence occurs, and 
ROWCOG is true indicating row-coincidence, 
an equality signal will be sent to the delay 
flip-flops. If the Cursor Control switch is off, 
the delay flip-flops will be enabled only 
during the period when the counters are 
scanning the two likes immediately below the 
24th row of data, whereas in the on position 
the flip-flops will always be enabled. In the 
enabled condition, the flip-flops will delay the 
detected coincidence signal two character 
periods, to synchronize the cursor with the 
displayed characters on the screen. 

With Cursor Control off, no additional mixing 
is required, since the double-underscore 
representation occurs during the period when 
no characters are being displayed. With 
Cursor Control on, the cursor coincidence 
signal (CURSOR) is gated with character- 
video data in an exclusive-OR element, 
causing the cursor to appear as a reverse 
image of the character in which position it 
resides. 


4.3.6 Memory Address Logic 

The logic group shown in figure 4-8 and 
logic sheet 5 performs all the functions related 
to reconciling the current entry-row (Cursor 
Row Counter) and virtual row (Offset 
Counter) positions to a physical row-address 
in memory, and additionally, converting the 
visual 80-character by 24-row visual format to 
a 64 by 30 byte memory array. The first task is 
accomplished by two five-bit and two two-bit 
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Figure 4-7. Logic Block Diagram 
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full adders, while the second is performed by a 
set of multiplexors. 

The first five-bit adder produces a sum equal 
to: 

Display Row Count + Offset Count + 1 

This function provides the required 
relationship between current display rows 
and the virtual row-address during refiresh 
scanning, in order that the data might be 
displayed on the proper row of the screen, 
consistent with the scroll-history since the 


last dear-screen operation. If no scrolling has 
occurred, the offset count will be zero, and 
data for the top row of the display will be 
obtained at memory-row (0 + 0 + 1 = 1). 
Likewise, data for display-row 22 will come 
from memory-row 23, and data for the bottom 
row will come from memory-row zero. One of 
the two-bit adders, plus associated gates, 
performs the function of reconciling sums 
greater than 23 to a 24-row universe, by 
adding an appropriate adjustment factor to 
all such sums (23 + 0 + 1 = 24 0). 







J 


MEMORY 

ADDRESS 

OUTPUTS 


Figure 4-8. Memory Address Logic, Block Diagram 
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If the display has been scrolled one time, data 
for the top row will be obtained from memory- 
row 2 (0 + 1 + 1 = 2) and data for the bottom row 
from memory -row 1, thus, it can be 
demonstrated that all the data in memory will 
appear to have moved upward on the display 
by one row, after the scrolling operation, even 
though its actual physical location in 
memory is unchanged. The only physical 
alteration, in this example, occurs in memory- 
row 1, which is erased (see Section 4.3.8) 
during the scroll operation, leaving the new 
bottom row address locations clear for new 
data-entry. 

Each subsequent scroll operation will, 
therefore, cause a successively higher 
memory-row address to assume the top 
display-row position, with the row previously 
associated with that position erased and 
"rolled" to the bottom position of the display. 

The second five-bit adder produces a sum 
equal to: 

Cursor Row Count + Offset Count + 1 

This function reconciles the current cursor 
row-position, which is the row on which new 
data-entries must appear on the display, to 
the scroll-history, which determines the last 
memory-row that was erased and rolled to the 
bottom of the display. If no scrolling has 
occurred and the cursor is on the top row, the 
resultant sum will be memory-row 1, which is 
the desired row for data-entry, since that is 
the row from which data will be obtained for 
the top row of refresh. If the cursor were 
moved to the bottom row, the sum would be 
zero (23 + 0 + 1 = 24-»’ 0), due to the action of a 
second adder and gate set which reconciles all 
CR + OC + 1 sums greater than 23 to values 
between 0 and 23. This also is consistent with 
the refiresh adder-set, since any data entered 
under these circumstances will be routed to 
memory-row zero. 

As scrolling occurs, the second adder group 
maintains the proper relationship between 
the cursor position and the virtual display- 
rows, such that data-entry will always occur 
in the memory-row which is displayed during 
the same row-scan time as the cursor. 
Consider as another example, a display 


which has been scrolled six rows, after which 
the cursor is positioned to row 20. The 
memory-row actually displayed on row 20 will 
be; 

20 + 6 + 1 = 27 ^ 3 

If an entry is made at the current position, the 
same summation will occur using the Cursor 
Row and Offset Counter values, and the entry 
will be made in row 3. 

The multiplexor section of the Memory 
Address Logic manipulates the CR + OC and 
RC + OC sums derived above, plus the 
information from the Display Column 
Counter (CC0-CC7) and Cursor Column 
Counter (WC0-WC6) in order to resolve the 80 
X 24 display matrix to a 64 x 30 memory 
matrix. The first-stage multiplexors 
distinguish between Refresh accesses to 
memory and write accesses, since the former 
are governed by the RC + OC) sum and the CC 
Counter information, while the latter are 
governed by the CR + OC sum and the WC 
counter. 

The time-period when CC7 is false is the 
active display-time for each scan-line, and 
therefore, defines Refresh-access time. 
During horizontal retrace, when CC7 is true, 
the memory is available for data-entry. 
During test read-back, the first-stage 
multiplexor is locked into the "Write" mode in 
order to expedite the transfer of information, 
since display functions are not necessary 
during this operation. 

The most significant position of the CC/WC 
multiplexor is used as a selection signal for 
the SUMR/SUMW multiplexor, and in the 
write-phase will always cause selection of 
SUMW (CR + OC) for the LINEl - LINE4 and 
Chip-Enable functions. In Refiresh mode the 
SUMR (RC + OC) outputs will normally be 
selected, however, during Clear Screen or 
Line Erase (wh en scrolling) operations the 
term ERASEF will force selection of the 
SUMW terms, in or der th at all erasures can 
take place during CC7 time and thereby 
minimize the total time required for such 
operations (See Section 4.3.8). 

The selected low-order column terms (MAO- 
MA3) require no additional modification, 
since the smallest increment of memory 
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allocated to a given line is 16 characters. The 
three high-order column terms (POS4-POS6) 
and the four high-order row terms (LINEl- 
LINE4), however must be modified to account 
for the maximum column-width of the 
memory matrix of 64 characters. 
Accordingly, the final multiplexor stage uses 
the column-term POS6 to distinguish between 
column-positions greater (or equal to) and less 
than 64. For positions less than 64, the high- 
order address functions MA4-MA9 are 
derived from POS4, POS5 <F LINEl - LINE4 
respectively. This translation provides a 
direct relationship between a 24 x 64 section 
of memory, and that portion of the display 


defined by 18WS 0-23 and columns 0-63. For 
column positions 64-79, POS6 switches the 
multiplexor to derive MA4-MA7 from LINEl- 
LINE4, respectively, and forces MAS and 
MA9 true. Tliis translation relates to 6 x 64 
section of memory to the last 16 column 
positions of the 24 display rows, by allocating 
one-quarter of each memory-row, 
progressively, to the remainder of each 
display row. The chip-enable functions define 
even and odd display rows and memory- 
groups, and therefore, require no translation. 
The organization of display data in memory, 
is shown on figure 4-9. 


80 CHARACTER COLUMN ADDRESSING 
■ SEQUENTIALLY INCREASE 


ROW & COLUMN 
ADDRESSING IN 
THIS AREA ARE 
NORMAL 


ADDRESS SWITCHES 
-IN THIS AREA 
(COLUMN >63) 




MEMORY ADDRESS MANIPULATION 
(SCHEMATIC SHEET 4, Z ONE Cl) 


NOTES: 


1. BIT WEIGHTS 

MA9 ROW 16 
MA8 ROW 8 
MA7 ROW 4 
MA6'. ROW 2 
CHIPEN ROW 1 
MA5 COLUMN 32 
MA4 COLUMN 16 
MA3 ' COLUMN 8 
MAZ-' COLUMN 4 
MAI COLUMN 2 
MAO COLUMN 1 

2. SCREEN ACTUALLY ORGANIZED AS 
30 LINES X 64 CHARACTERS, 

3. ADDRESS MANIPULATED WHEN COLUMN 
ADDRESS INCREASES ABOVE 63. 


Figure 4-9. Organization of Display Data in Refresh Memory 






LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


4.3.7 Refresh Memory and 
Character ROM Logic 

Figure 4-10 shows logic comprising the 
refresh memory, buffer latches, and character 
memory ROMs. 

The refresh memory is made up of 2K, 7-bit 
semiconduction RAM devices in one of four 
configurations as follows: 

a. Six RAMs for upper-case only, 12-line 
display. 

b. Seven RAMs for upper/lower case, 12- 
line display. 

c. Twelve RAMs for upper-case only, 24-line 
display. 

d. Fourteen RAMs for upper/lower case, 24- 
line display. 

A switch (UCEN) sets up the logic to operate 
with, or without, the lower-case RAMs. 
UCEN alters data to adapt the logic for either 
6-bit codes (upper-case only) or 7-bit codes 
(upper /lower case). Term ERASEF causes the 
logic to force bit 6 high, creating a SPACE 
code in place of the received NUL code. 

Data from the input buffer (DATA1-DATA7) 
is loaded into, or read from, the refresh 
memory by address lines MA0-MA9. The 
memory is clocked, for each character time, 
by WRITE PULSE. 

CHIPENA is low as data is loaded into, or 
read from, RAMs, storing the 12 odd lines of 
display data. CHIPENB enables the RAMs 
storing the 12 even lines in a 24-line display. 

At the end of each character period, DC3 
clocks an addressed character into buffer 
latches which store the character to be 
encoded by the ROMs. The buffer latches are 
cleared by VIDEO BLANK. Because CBUF6 
is normally inverted, however, a SPACE 
code, rather than NUL, is presented to the 
ROMs. 

Two ROMs decode CBUFn characters and 
produce a 5-bit output code that provides the 
dpt pattern for each line in the character 
matrix. Each of the seven lines in the 
character matrix is identified by the line 
count LC0-LC2. The parallel-bit information 
output by the ROMs is serialized for 
presentation to the video monitor. 


One ROM contains upper-case characters, 
and the other contains lower-case characters. 
Select logic senses states of CBUF6 and 
CBUF7 to enable either ROM device. 
CBUFn is available at data transmitter logic 
for transmission in read-back test operation. 

4.3.8 Erase Logic 

A display line is erased by the Logic shown on 
Schematic pages 3 and 4. 

The ERASEF signal is turned on by 
SETERA. SETERA describes the condition 
in which both PGMOD & LFI are true, 
causing the offset counter to begin counting 
and the lines to scroll each time a line-feed is 
caused by the column counter overflowing 
(BLFLO). 

ERASEF is turned off by CC80A after a 
single character row has been cleared, during 
scrolling. 

However, when START is raised by a CLR 
SCRN Code, ERASEF remains high until 
START is turned off by an overflow of the 
offset counter. Consequently the entire screen 
is erased. 

4.3.9 WRITE PULSE Logic 

The WRITE PULSE signal clocks the refresh 
(RAM) memory. Logic that generates WRITE 
PULSE is shown in sheet 4 of the logic 
diagram. 

WRITE PULSE consists of gated pulses 
clocked by dot count DC2, and is normally 
gated on by FORESPACE (the input of the 
cursor counter) or ERASE LINE. 

The non-destructive space code feature allows 
writing a SPACE code (040s) into the RAM 
memory any time between a Line Feed (LF) 
code and Carriage Return (CR) code, with 
writing of SPACE inhibited between the CR 
code and the next LF code. This permits the 
computer or operator to write a display on the 
screen, issue a CR code, and space over the 
previously written data, with the cursor, 
without writing over the data. 

The NO write signal inhibits FORESPACE 
so that WRITE PULSE is not generated 
during that period. A switch permits 
inhibiting the non-destructive space code 
feature. 
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4.3.10 Keyboard Logic 

Keyboard logic is shown on sheet 9 of the logic 
diagram (except for lock/unlock logic shown 
on sheet 10). Timing of keyboard logic 
functions is shown in figure 4-11. 

The keyboard is encoded by generating the 
complete sequence of 7-bit USASCII codes at 
high speed, and trapping the code that 
matches a depressed key. The codes are 
generated continually and repetitively unless 
a key is pressed. The code sequence is clocked 
at a counter by KBCLK, which is the gated 
character rate signal CCO. 

The four least-significant bits of the count 
(KC1-KC4) encode the 16 rows of the 
USASCII code chart. The three remaining 
bits (KC5-KC7) encode the eight columns of 
the chart. 

When no key is depressed, KEY DATA is high 
and KBCLK cycles the counter, and bounce 
logic holds BOUNCE high. When a key is 
depressed and then the corresponding code 
appears on lines KC1-KC7, KEY DATA falls, 
preventing generation of further KDBCLK 
pulses so that the code is held on KCn lines. 
KEY DATA also causes GO to rise, causing 
bounce logic to count 900H3 RCO pulses until a 
fifth pulse has completed a 5.56-msec delay 
period. 

At the end of the key-bounce delay period, 
BOUNCE becomes true, inhibiting further 
counts of RCO. If the key is released, KEY 
DATA immediately rises and counter cycling 
resumes. If the key is held down, along with 
the REPT (Repeat) key, however, the high 
BOUNCE signal permits RCRESET pulses 
(at the ac power line frequency) to clock the 
bounce delay period, generating the GO 
signal at a rate of 12.5 characters per second 
at 60-Hz, or 10 characters per second at a 50- 
Hz line rate. Consequently, the character is 
repeated at that rate until either key is 
released. 

The term THRE limits the repeat rate if the 
period of the selected baud rate creates a 
character time longer than the repeat cycle. 

When the CTRL (control) key is pressed, bits 
KC6A and KC7A are forced to zero, forcing 


any generated code into column 0 or 1 of the 
USASCII code chart. Bit KC5A selects either 
column 0 (when false) or column 1 (when 
true). For example, when the "R" key is 
pressed (0110010) along with CTRL, the 
effective code becomes control code DC2 
( 0010010 ). 

With either SHIFT key depressed, bit 6 
(KC6A) is inverted to select upper-case alpha 
characters (USASCII column 4 or 5, instead 
of column 6 or 7). Also, INVERT 5 selects 
codes in USASCIII column 2 instead of 
column 3, to encode the "upper-case" symbols 
on numeral and symbol keys. Terms COL2 
and COLS identify those codes in the shift 
logic. Row 0 codes in columns 2 and 3 (SP and 
0) are excluded from this action because they 
have no "upper case" functions. 

The UPPER CASE key is used in units that do 
not include the lower-case alpha characters. 
When the key is depressed, use of the SHIFT 
key has no effect on alpha keys. Lower-case 
alpha codes are encoded in USASCII columns 
6 and 7. Therefore, the gated term KC6 KC7 
causes INVERT6 to maintain upper-case 
codes without use of the SHIFT key. Other 
codes in columns 4 through 7 are identified by 
KC7 SHIFT EN which permits normal 
shifting up and down. 

The BREAK key is depressed to signal the 
computer that the operator wishes to 
terminate data transfer. 

The BREAK function is maintained for as 
long as the key is held down. The signal 
BREAK appears at interface control logic 
where it forces the primary data transmit line 
to the "space" state if the unit is transmitting, 
or forces the secondary transmit line to the 
"mark" state if data is being received and the 
interface is in the secondary-channel mode of 
operation. 

When the CLEAR key is pressed, and the 
SHIFT key is also depressed (SHIFT EN), 
KEY CLR clears keyboard lock logic, the 
refresh memory, and interface control logic. 

The HERE IS key activates an optional 
Answer Back function which causes a unique, 
fixed message to be sent to the computer. The 
message, up to 32 characters long, is 
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contained in a PROM device. Either the level 
from the HERE IS key, or an ENQ command 
received from the computer, causes the 
IDENT signal to activate logic on the Answer 
Back board. 

Keyboard lock logic (sheet 5) permits the 
computer to enable or disable the keyboard 
logic. The KBLOCK signal is set-enabled 
locally by KEY CLR, or by the decoded 
UNLOCK command, and reset-enabled by 
the decoded LOCK command. Keyboard lock 
logic is clocked by CC80. KBLOCK prevents 
DOIT from generating GO, inhibiting any 
keyboard action. A switch permits holding 
KBLOCK true regardless of received LOCK 
commands. 

4.3.11 Beeper Logic 

Beeper logic (sheets 3 & 4 of the logic diagram) 
produces an audible signal as a near-end 
warning. The signal that drives the speaker is 
the character row rate LC2, which has a rate 
of 3.6 KHz. 

The rate LC2 is enabled to the speaker during 
the "on" period of a one-shot circuit. The one- 
shot is triggered on by WRITE CHAR as the 
71st character is written in any line (WCO 
WCl WC2 WC3 WC6). The one-shot is 
triggered when a BEL code is received at the 
I/O interface. 


Because a read-back operation is initiated by 
BEL code, the term READ is used to disable 
the one-shot so that the BEL code cannot 
cause the audible signal. 

The OVERFLOW signal is used to turn-off 
the one-shot when a baud rate higher than 
2400 baud is used. Because the period of the 
one-shot is greater than the period between 
successive 71st characters in this case, the 
beeper would otherwise remain energized 
continously while data is being received. 

4.3.12 Data Receiver and Command 
Decoder Logic 

This logic (figure 4-12, schematic 6 & 10) 
receives data from the computer through 
either a standard RS232 interface, or a 
current loop interface. Serial data is received 
through the RS232 interface by an RS232 
receiver which sends the data to an OR circuit 
which also receives data from the current loop 
receiver. 

The current loop receiver is a bipolar circuit 
and responds to current in either direction. 
The receiver comprises a rectifier/limiter 
which drives an optical coupler, and a single- 
transistor amplifier driven by the optical 
coupler. If the RS232/CL switch is open, the 
amplifier output appears at the OR logic that 



Figure 4-12. Data Receiver Logic and Command Decoders 


4-19 





LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


furnishes the UART input. 

A third input to the OR logic is data being 
transmitted from the ADM 3A (XDATA) and 
appears if the HDX (half duplex) switch is 
closed. 

The received serial data, from whatever 
source, is clocked into the UART by RECV 
CLK (at the selected baud rate). In the UART, 
each received character is stored and 
presented in parallel-bit form to latches, with 
the most-significant bit appearing on the IN7 
line. (INS is not used in the ADM 3A.) 

The character stored in the UART is clocked 
into latches by INPUT as DATA RDY is 
output by the UART (unless ERASEF 
inhibits INPUT). INPUT rises when CC6 
occurs at the end of every horizontal scan. 
Then LCCLK turns on DOIT, which remains 
on for the next full horizontal scan period 
during which the last received command is 
executed. 

The data character stored in the latches is 
decoded to obtain the different control 
command signals. The three least-significant 
bits are used as chip-enable codes and are 
made effective by DOIT. Consequently, 
control commands are not effective until 
execution time. 

4.3.13 Data Transmitter Logic 

Data transmitter logic is shown in figure 4- 
13 (schematic sheets 8, 10 & 12). Data that 
may be applied to the transmitter section of 
the UART are: 

a. Keyboard characters KCn, and XLOAD 
signal from keyboard logic, when READ 
is false (normal operation). 

b. Characters of the answer-back message, 
applied through KCn lines, when the 
answer-back option is included in the 
ADM 3A, and READ is false. 

c. The contents of the refresh memory 
buffer (CBUFn) when READ is true (in 
read-back test operation). 

The UART XMIT CLK that clocks the UART 
is the gated XMIT CLK selected at baud rate 
select logic and is 16 times the baud rate. The 
UART is loaded from XDATAn lines by LOA 
ART, which is normally high. 


The UART XMIT CLK is enabled when CLR 
TO SEND appears at the interface, and 
further controlled by TRE. TRE and THRE 
are output by the UART. THRE falls when 
XDATA loads the holding register in the 
UART. If the serializer (which is loaded from 
the holding register) is empty, TRE is high. 
With the holding register full and the 
serializer empty, the UART automatically 
transfers the character into the serializer. At 
this time THRE rises, ready to accept the next 
character, and TRE falls to indicate that the 
serializer is busy. Both THRE and TRE are 
high when the UART holds no data. 

Transmit clock logic is reset by the next 
Request to Send (RTS) signal firom the 
interface. 

Five switches permit formatting the 
transmitted character. First transmitted is 
always the Start bit, followed by the seven 
data bits (LBS first). The parity bit, odd or 
even, then follows (if enabled); followed by 
one or two Stop bits. 

The serial bit stream is ORed to transmitter 
circuits through a gate which also receives 
data which may appear (from another device) 
at an extension port. 

If the BREAK key is depressed, the XMIT 
DATA line is forced to the high (SPACE) 
level. 

Data is sent through either the RS232 or 
current loop interface, depending on the 
position of the RS232/CL switch. The 
unselected interface maintains a marking 
level. The RS232 interface maintains a 
marking level. The RS232 interface comprises 
a simple driver. The current loop interface 
uses an optical coupler to couple the TTL data 
to an amplifier, and then through a diode 
output network to the current loop. 

The optical coupler completely isolates the 
current loop transmitter from the ADM 3A. 
One leg of the current loop may be tied 
through a register to +12V dc to create a 
current source. As an alternative, a ground 
strap may be used instead of the resistor, to 
act as a sink for an extenal positive sources, or 
a current source for an external negative 
voltage. 
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4.3.14 Video Blanking and Serializer 
Logic 

Logic that controls blanking during 
horizontal and vertical retrace time, and 
converts the parallel-bit ROM outputs to a 
serial bit stream, is shown in figure 4-14, 

Terms CC7 POS15, and RC5 control blanking 
for row counts of 32 and higher, and are 
effective only when the ADM 3 A is operating 
at a vertical rate of 50-Hz (the count reaches 
only 29 in 60-Hz operation), for counts below 
32, term RC=24/31 controls blanking. 

Terms RCO and 24EN cause all even- 
numbered character rows to be blanked if the 
ADM 3 A is operating with a 12-line display. 



Figure 4-14. Video Blanking and Serializer Logic, Block Diagram 


In every case, VIDEO BLANK is clocked to 
the memory buffer latches by BDC3 as the 
current character is completed. VIDEO 
BLANK clears the buffer latches but, because 
bit 6 is normally inverted, the USASCII 
SPACE code is presented to the ROMs, 
instead of NUL. 

During a read-back test operation, READ 
blanks the video but permits sending CBUFn 
data to transmitter logic. 

The video serializer is an 8-bit shift register. 
Term DC3 loads it with the ROM output 
character bits every 643 nsec, and the bits are 
shifted (by CLK) at a rate of 10.8864 MHz. The 
shift register output is ORed with cursor 
information to produce the MONITOR 
VIDEO signal. The video level adjustment 
potentiometer is located at these circuits. 
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4.3.15 Monitor Drive Logic 

This logic (shown on sheet 7 of the logic 
diagram) generates signals that trigger 
horizontal and vertical drive cycles in the 
monitor. To obtain the horizontal drive signal 
HDRIVE, character position counts are 
decoded to set HDRIVE false at the start of a 
row. HDRIVE is set true one count after the 
rise of CC7 to start the video retrace period. 

The vertical drive cycle is begun by VDRIVE. 
This signal is generated by decoding 
character row counts RCn, and setting the 
VDRIVE flip-flop one count after the last 
character of the last line has been written. 
The flip-flop is clocked by the HDRIVE signal 
for the line just completed. 


The level 60EN controls timing for 50-Hz or 
60-Hz power lines. Refer to figure 4-4 for 
timing diagrams. 

4.2.16 Baud Rate Select Logic 

Figure 4-15 illustrates the logic used to 
generate and select baud rates for data 
transmission and reception. 

The basic clock used in this logic is the 3.1104- 
MHz pulse stream DCl, which originates at 
the display dot counter. The 3 binary counters 
divide pulse rates by 5, 16 and 16 respectively, 
except when an 1800 or 110 baud rate is 
selected. These rates (from 75-19200 baud) are 
obtained from the counters and are selected 
by means of a BAUD RATE Switch. 


DOT 

COUNTER 



SHEET 10 


Figure 4-15, Baud Rate Select Logic, Block Diagram 
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When BAUD RATE switch 1800 is on, the 3 
binary counters divide pulse rates by 6, 9 and 
16 respectively and CLK5 is selected as the 
double clock. 

When BAUD RATE switch 110 is on, the 
counters divide the pulse rate by 5, 16 and 11 
respectively and CLK9 is selected as the 
double clock. 

The double clock rate is divided by flip-flops to 
provide the RECV CLK and XMIT CLOCK 
signals. Normally, both flip-flops are clocked 
at the same rate. However, when a split clock 
is required, the XMIT CLOCK may be derived 
from another rate selected by means of a 
rotary switch located inside the ADM 3A 
case. 

When the common clock is used, the rotary 
switch must be in position 12. When the split 
clock is used, the printed circuit joining clock 
inputs of both flip-flops must be cut. 

Note 

XMIT CLOCK can be split off 
only if the RECV CLICK is NOT 
set to 110 or 1800 baud. 


4.3.17 Interface Control Logic 

Interface control logic appears on sheet 12 of 
the logic diagrams. This controls request-to- 
send and clear-to-send communications for 
the ADM 3A. 

CLR TO SEND (high) permits data 
transmission logic to produce UART XMIT 
CLK, sending data from the ADM 3. If CLR 
TO SEND falls while a byte is being 
transmitted, TRE maintains the transmit 
clock until the byte has been completed, and 
then falls to shut off the clock and return the 
line to the marking state. 

REQ TO SEND (RTS) may be controlled in 
any of four ways, as follows: 

a. RTS may originate at an extension port. 

b. If switches 202, 103, and LOCAL are all 
open RTS remains low all the time. 

c. If only switch 103 is closed, RTS remains 
high all the time. 


d. If only the LOCAL switch is closed, 
signals THRE and TRE control RTS. 
RTS rises to transmit each character, 
and falls when the character has been 
shifted out of the ADM 3A. 

e. If only the 202 switch is closed, RTS may 
be controlled through the ADM 3A 
interface in either code-turnaround, or 
reverse-channel operation. 

4.3.17.1 Code-Turnaround Control 

Either an ETX code or an EOT code may be 
selected to initiate turnaround, depending on 
the position of the ETX-EOT switch. When 
the selected code appears in the input data, 
LATCHED CODE is set. When CARRIER 
DETECT falls (figure 4-16), indicating that 
the remote end of the line has dropped, RTS is 
set. 

RTS is reset when ETX or EOT is again 
decoded, and the logic switches to the receive 
mode. Following a turnaround commands, no 
further command will be recognized for 
approximately 250 msec. This interval gives 
the modem time to propagate its signal. The 
interval is timed-out by two flip-flops and a 
counter, and the signal SBEN controls 
resetting of RTS. 

4.3.17.2 Reverse-Channel Control 

In reverse-channel operation RTS is 
controlled by SEC RECV DATA (SB) and 
CARRIER DETECT (CF) from the modem. 
When SB goes low, RTS is unconditionally 
reset (figure 4-17), switching the interface to 
receive data. In normal reverse-channel 
receive operation, CF is high at this time, 
causing SEC XMIT DATA to rise. 

When the remote end of the line raises SB, and 
then drops its RTS (and CF), the ADM 3A 
turns on its RTS. The ADM 3A will then 
ignore further commands for a 250-msec 
period while the modem propagates its 
signals. 

4.3.18 Power Supplies 

AC Power is applied to the transformer 
through the ON/OFF switch on the rear of 
the ADM 3A. The different stepped-down ac 
voltages connect to the main circuit board 
through connectors J3 and J4. 
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NOTE: CANNOT BREAK WHILE RECEIVING! 


BREAK 

FROM KEYBOARD 

REQUEST TO SEND 
CA, PIN 4 


CLEAR TO SEND 
CB, PIN 5 


TRANSMIT DATA 
BA. PIN 2 


BB, PIN 3 


CARRIER DETECT 
CF, PIN 8 


FROM 


TERMINAL 


EOT ON BB BECAUSE 
OF DATA SET 
RECEIVED EOT 
WITH RTS (CA) HIGH 
IMPLIES SWITCH 
TO RECEIVE MODE 













200 ms — 

1 
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I 
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EOT 1 



SPACING 


MODEM 
DELAY ^ 



1 1 r? y V 7 7 7 . 

J 
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EOT 


V////A 


FROM 


COMPUTER 


FROM 


- 1 0ms 


TERMINAL 


RECEIVED EOT WITH 
RTS (CA) LOW 
IMPLIES SWITCH 
TO TRANSMIT MODE 


Figure 4-16. Interface Timing for Code Turnaround 


Rectifiers, filter capacitors, and voltage 
regulators are all located on the main circuit 
board. Three type 7805 devices provide the 
+5V dc logic supply, and 7812, 7912 devices 
furnish 12V dc to operate memory devices and 
interface drivers. 

A +15V dc supply required by the monitor is 
made up of a type 7815 device and a simple 
transistor shunt regulator. Located at the 
bottom of the terminal pan is a primary fuse. 
It is an 8/10 amp Slo-Blo 115V fuse or a .4 or 
4/10 amp Slo -Bio 230V fuse. 

4.3.19 CRT Display Monitor Logic 

VIDEO AMPLIFIER 

The video amplifier consists of QlOl and its 
associated circuitry. 

The incoming video signal is applied to the 
monitor through the contrast control through 
R109 to the base of transistor QlOl. 


Transistor QlOl and its components 
comprise the video output driver with a gain 
of about 17. QlOl, operating as a class B 
amplifier, remains cut off until a DC-coupled, 
positive-going signal arrives at its base and 
turns on the transistor. Rill adds series 
feedback and turns on the transistor. Rill 
adds series feedback which makes the 
terminal-to-terminal voltage gain relatively 
independent of transistor variations as well 
as stabilizes the device against voltage and 
current changes caused by ambient 
termperature variations. 

The negative going signal at the collector of 
QlOl is DC-coupled to the cathode of the CRT. 
The class B biasing of the video driver allows 
a larger video output signal to modulate the 
CRT's cathode and results in a maximum 
available contrast ratio. 

The overall brightness at the screen of the 
CRT is determined by the negative potential 
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BREAK 

FROM KEYBOARD 


REQUEST TO SEND 
CA7P1N'4 


CLEAR TO SEND 

ctTPwr 


TRANSMIT DATA 
BA. PIN 2 


NOTE: DO 
NOT RAISE 
RTS UNTIL 
BREAK 
KEY IS 
RELEASED 


DATA 


SPACING 


RECEIVE DATA 
EE. PINS 


SECONDARY 
TRANSMIT DATA 

Sa. pin 11 


SECONDARY 
RECEIVE DATA 
SB. PIN 12 


CARRIER DETECT 
CF, PIN 8 


TERMINAL 

TRANSMITTING 


COMPUTER DETECTS 
BREAK 


TERMINAL 

RECEIVING 



COMPUTER DETECTS 
BREAK 


TERMINAL 

TRANSMITTING 


NOTE: "BREAK" WHILE RECEIVING 
SENDS SA TO MARK STATE. 


NOTE: "BREAK" WHILE TRANSMITTING 
SENDS BA TO SPACING STATE. 


Figure 4-1 7. Interface Timing for Reverse-Channel Operation 


at the grid and is varied by the brightness 
control. 

VERTICAL DEFLECTION 
Transistor Q102 is a programmable 
unijunction transistor, and together with its 
external circuitry, forms a relaxation 
oscillator operating at the vertical rate. 
Resistor R115, variable resistor R116 and 
Capacitors C105 and C106 form an RC 
network providing proper timing. 


When power is applied, C105 and C106 charge 
exponentially through R115 and R116 until 
the voltage at the junction of R116 and C105 
equals the anode "A" firing voltage. At this 
time, one of the unijunction's diodes that is 
connected between the anode and anode gate 
"G" becomes forward biased allowing the 
capacitors to discharge through another 
diode junction between the anode gate and 
the cathode "K" and on through R120. 
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R117 and R118 control the voltage at which 
the diode (anode-to-anode gate) becomes 
forward biased. This feature "programs" the 
firing of Q102 and prevents the unijunction 
from controlling this parameter. Therefore, 
the changing of firing points from one device 
to another, together with the temperature 
dependency of this parameter, is no longer a 
problem as it can be with conventional 
transistors. 

The vertical oscillator is synchronized 
externally to the vertical interval from the 
vertical drive pulse at R113. At the time of the 
vertical interval, an external negative pulse is 
applied through R113, C104, and CRIOI to the 
gate of Q102, causing the firing level of the 
unijunction to decrease. 

The sawtooth voltage at the anode of Q102, is 
directly coupled to the base of Q103. Q103 is a 
driver amplifier and has two transistors 
wired as a Darlington pair; their input and 
output leads exit as a three-terminal de’.dce. 
This device exhibits a high input impedance 
to Q102, and thereby maintains excellent 
impedance isolation between Q102 and Q104. 

The output waveform from the unijunction 
oscillator is not suitable, as yet, to produce a 
satisfactory vertical sweep. Such a waveform 
would produce severe stretching at the top of 
the picture and compression at the bottom. 
C105 and C106 modify the output waveform 
to produce satisfactory linearity. The 
sawtooth waveform output at Q103 is coupled 
through R122, the vertical linearity control 
R121, and on to C106 where the waveform is 
shaped into a parabola. This parabolic 
waveform is then added to the oscillator's 
waveform and changes its slope. Slope 
change rate is determined by the position of 
the variable resistor R121. 

Q103 supplies base current through R123 and 
R124 to the vertical output transistor, Q104. 
Height control R124 varies the amplitude of 
the sawtooth voltage present at the base of 
Q104 and, therefore, varies the size of the 
vertical raster on the CRT. 

The vertical output stage, Q104, uses a power 
type transistor which operates as a class A 
amplifier. No output transformer is required 
since the output impedance of the transistor 


permits a proper impedance match with the 
yoke connected directly to the collector. Cl 07 
is a DC-blocking capacitor which allows only 
AC voltages to produce yoke current. Ll is a 
relative high impedance compared to the yoke 
inductance. During retrace time, a large 
positive pulse is developed by Ll which 
reverses the current through the yoke and 
moves the beam from the bottom of the screen 
to the top. Resistor R126 prevents oscillations 
by providing damping across the vertical 
deflection coils. 

HORIZONTAL DEFLECTION 

To obtain a signal appropriate for driving 
Q106, the horizontal output transistor, a 
driver stage consisting of Q 105 and TlOl, is 
used. The circuitry associated with Q105 and 
Q106 has been designed to optimize the 
efficiency and reliability of the horizontal 
deflection circuits. 

A positive going pulse is couplex through 
R127 to the base of Q105. The amplitude and 
duty cycle of this waveform must be as 
indicated in the electric specifications 
(Section 1.2) for proper circuit operation. 
The drive stage is either cut off or driven into 
saturation by the base signal. The output 
signal appears as a rectangular waveform 
and is transformer-coupled to the base of the 
horizontal output stage. The polarity of the 
voltage at the secondary of the driver 
transformer is chosen such that Q106 is cut 
off when Q105 conducts and vice versa. 
During conduction of the driver transistor, 
energy is stored in the coupling transformer. 
The voltage at the secondary is then positive 
and keeps Q106 cut off. As soon as the 
primary current of TlOl is interrupted due to 
the base signal driver Q105 into cut off, the 
secondary voltage changes polarity. Q106 
starts conducting, and its base current flows. 
This gradually decreases at a rate determined 
by the transformer inductance and circuit 
resistance. 

The horizontal output stage has five main 
functions: to supply the yoke with the correct 
horizontal scanning currents; develop a "C" 
VDC supply voltage for use with the CRT; 
develop a "B" VDC supply voltage for the 
video output stage; and develop a "D" VDC 
for the CRT bias. 
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Q106 acts as a switch which is turned on or off 
by the rectangular waveform on the base. 
When Q106 is turned on, the supply voltage 
plus the charge on Cl 13 causes yoke current 
to increase in a linear manner and moves the 
beam from near the center of the screen to the 
right side. At this time, the transistor is 
turned off by a positive voltage on its base 
which causes the output circuit to oscillate. A 
high reactive voltage in the form of a half 
cycle inductance and the primary of T2. The 
peak magnetic energy which was stored in 
the yoke during scan time is then transferred 
to C109 and the yoke's distributed capacity. 
During this cycle, the beam is returned to the 
center of the screen. 

The distributed capacity now discharges into 
the yoke and induces a current in a direction 
opposite to the current of the previous part of 
the cycle. The magnetic field thus created 
around the yoke moves the scanning beam to 
the left of the screen. 

After slightly more than half a cycle, the 
voltage across Cl 09 biases the damper diode 
CR103 into conduction and prevents the 
flyback pulse from oscillating. 'The magnetic 
energy that was stored in the yoke from the 
discharge of the distributed capacity is 
released to provide sweep for the first half of 
scan and to charge Cl 13 through the 
rectifsdng action of the damper diode. The 
beam is then at the center of the screen. The 
cycle will repeat as soon as the base voltage of 
Q106 becomes negative. 

C113, in series with the yoke, also serves to 
block DC currents through the yoke and to 
provide "S" shaping of the current waveform. 
"S" shaping compensates for stretching at 
the left and right sides of the picture tube 
because the curvature of the CRT face and the 
deflected beam do not describe the same arc. 

LlOl is an adjustable width control placed in 
series with the horizontal deflection coils. The 
variable inductive reactance allows a greater 
or lesser amount of the deflection current to 
flow through the horizontal yoke and, 
therefore, varies the width of the horizontal 
scan. 

The negative flyback pulse developed during 
horizontal retrace time is rectified by CR104 
and filtered by CRllO. This produces 


approximately "D" VDC which is coupled 
through the brightness control to the cathode 
of the CRT (VI). 

This same pulse is tranformer-coupled to the 
secondary of transformer T2 where it is 
rectified by CR2, CR106, and CR105 to 
produce rectified voltages of approximately 
12 kV (9 and 12 inches) or 9 kV (5 inches), "C" 
VDC, and "B" VDC respectively. 12 kV or 9 
kV is the anode voltage for the (^RT, and "C" 
VDC serves as the source voltage for grids No. 
2 and 4 (focus grid) of the CRT. The "B" VDC 
potential is the supply voltage for the video 
output amplifier QlOl. 

LOW VOLTAGE REGULATED 
SUPPLY 

All models use a series-pass, low voltage 
regulator designed to maintain a constant DC 
output for changes in input voltage, load 
impedance and temperature. Also included is 
a current limiting circuit designed to protect 
transistors connected to the "A" VDC output 
of the regulated supply from accidental 
output short circuits and load malfunctions. 

The low voltage regulator consists of Q201, 
Q202, Ql, VR201, and their components. 
Q203 and its circuitry control the current 
limiting feature. 

The 120 VAC primary voltage (220/240 V, 
optional) is stepped down at the secondary of 
T1 where it is rectified by a full wave bridge 
rectifier CRl. Capacitor Cl is used as a filter 
capacitor to smooth the rectified output of 
CRl. Transistor Ql is used as a series 
regulator to drop the rectified voltage to "A" 
VDC and to provide a low output impedance 
and good regulation. Resistor network R207, 
R208 and R209 is used to divide down the "A" 
VDC voltage to approximately +6 VDC and 
apply this potential to the base of Q202. A 
reference voltage from zener diode VR201 is 
applied to the emitter of Q202. If the voltages 
applied to the base and emitter of Q202 are not 
in proper relationship, an error current is 
generated through Q202. This error current 
developes a voltage across R202 which is 
applied to the base of emitter follower Q201 
and then applied to the base of Ql to bring the 
output voltage back to its proper level. R201 
and C201 provide additional filtering of the 
rectified DC voltage. 
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Operation of this regulator may be better 
understood by assuming a certain operation 
condition has causes the output voltage to 
increase above normal. This positive increase 
of voltage is transferred to the base of Q202 
where it is compared to the zener of VR201. 
The increase of forward bias of Q202 causes 
the collector voltage to drop as a result of the 
increased collector current through R202. 
This voltage is directly coupled to the base of 
Q1 through Q201 where it causes Ql to 
conduct less and brings the regulated voltage 
back to its proper state. 

The short circuit protection or current 
limiting action can be explained as follows. 
Assume the "A" VDC bus becomes shorted to 
ground. This reduced output voltage is sensed 
by the base of Q202 turning that transistor off 
because of the reverse bias across its emitter 
and base junction. Simultaneously, the 
increased current through R204 increases the 
forward voltage drop across the base and 
emitter junction of Q203 and turns it on. Prior 
to the short circuit condition, Q203 was cut 
off. The increased collector current through 
R202 decreases the collector voltage of Q203 
which is detected by the base of Q201 and 
direct-coupled to the base of Ql causing that 
conductor to conduct less. This closed loop 
operation maintains the current available to 
any transistor connected to the "A" VDC bus 
at a safe level during a short circuit condition. 
Circuit breakers and fuses are not fast enough 
to protect transistors. 

4.3.20 ADM 3A Answer Back 

The ADM 3A answer back option provides 
the transmission of a predetermined message 
of up to 32 characters in length. This message 
can be sent by depressing the "here is" key on 
the keyboard or by the computer command 
"ENQ". The message is stored in a read only 
memory (ROM) and is supplied at time of 
purchase. This message can be exchanged by 
LSI customer service. 

4.3.21 ADM 3A Extension Port 
Current Loop 

The extension port of the ADM 3A provides 
an auxiliary port for interfacing other 


peripheral devices in a loop through or daisy 
chain environment. 

The addition of current loop to this port adds 
to the flexibility and allows more devices to 
hook up in this manner. 

The transmitted data output for current loop 
is on pin 25 of connector J-2 and does not 
supply current (external source). Received 
data is inputed on pin 2 and is internally 
grounded (Terminal ground). 

4.3.22 ADM 3A Numeric Pad 

The numeric pad option (figure 4-18) 
provides 14 keys for operator convenience. 
These keys consist of 10 numeric (0-9), 3 
punctuation (-.,) and an "Enter" key. The 
codes associated with these are transmitted 
as such with the exception of "Enter" which 
transmits the ASCII character "RETURN". 


Note 

The numeric keys on the Key pad 
parallel the numeric on the 
standard Keyboard, therefore, if 
the shift key is depressed when 
using the keypad, the shifted 
characters will be generated as on 
the standard keyboard. 
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Figure 4-18. ADM 3 A Numeric Key Pad 
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SECTION V 
MAINTENANCE 


5.1 GENERAL 

This section contains instructions and 
information for performing routine and 
corrective maintenance of the ADM 3 A. It is 
assumed that the maintenance technician is 
thoroughly familiar with information in 
Section 1 and 4 of this manual. 


5.2 INSTALLATION 

It is assumed that the ADM 3A has been 
installed and set-up for operation in 
accordance with procedures outlined in 
Section 2. Any operating problem following 
installation should be approached initially by 
checking settings of internal switches and 
front panel switches located under the 
identification plate, and checking interface 
cables. Figure 5-1 shows assignments of 
terminals in interface connectors Jl and J2. 


5.3 ROUTINE MAINTENANCE 

The operator is expected to keep the exterior of 
the ADM 3A clean. The case should be 
cleaned using a household cleaner and a soft, 
damp lint-free cloth or paper towel. NEVER 
use a petroleum-base solvent such as lighter 
fluid which could damage the plastic or 
painted surface. 

Be careful not to wipe dust into the keyboard, 
and don't let excessive spray cleaner run 
between the keys. 

Other than cleaning, the ADM 3A needs no 
routine maintenance. 


5.4 OPENING ADM 3A COVER 

To remove the cover of the terminal (along 
with the monitor CRT) for access to 
adjustments or for other maintenance, 
proceed as follows: 

a. Remove the two phillips head screws 
located under the front corners of the 
terminal base. 

b. Lift the cover from the front, lifting it 
upward and rearward until it is lowered 
to rest on the table. 

c. To remove the cover from the base, 
disconnect the cable connecting the 
monitor to the printed circuit board, slide 
the cover toward the left on its hinge 
pins, and then remove the cover from the 
base. 

Note 

Note that all components on the 
ADM 3A circuit board are 
accessible for inspection and 
voltage measurement when the 
cover is fully open. 

5.5 ADJUSTMENTS 

All adjustments in the ADM 3A are 
associated with the CRT monitor. 

5.5.1 Contrast Adjustment 

Contrast may be adjusted for best viewing by 
the operator. The control is located at the 
upper right-hand corner of the keyboard. 
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Figure 5-1. Interface Connector Terminal Assignments 
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5.5.2 Brightness Adjustment 

The brightness (background intensity) 
control is located on the video board assembly 
within the ADM 3A cover. 


WARNING 


Brightness must be adjusted with 
power applied to the ADM 3A. To 
avoid hazardous electrical shock, 
adjust using a non-conductive 
screwdriver and considerable 
care. 

Adjust brightness just to the level at which 
the white raster is extinguished. The 
optimum contrast can then be obtained when 
a video signal is applied. 

5.5.3 Vertical Adjustment 

There is a slight interaction among the 
vertical frequency, height, and linearity 
controls. A change in the height of the picture 
may affect linearity. 

a. Apply video and synchronization 
signals to the monitor. 

b. Set the vertical frequency control (R116) 
near the mechanical center of its 
rotation. 

c. Adjust the vertical height control (R124) 
for desired height. 

d. Adjust the vertical linearity control 
(R121) for best vertical linearity. 

e. Remove the vertical drive signal from the 
unit. Or, alternatively, use a short jumper 
lead, and short the vertical drive input 
terminal of the printed circuit card edge 
connector to ground. 

f. Readjust the vertical frequency control 
(R116) until the picture rolls up slowly. 

g. Restore vertical drive to the monitor. 

h. Recheck height and linearity. 

5.5.4 Horizontal Adjustments 

Raster width is affected by a combination of 
the low voltage supply, width coil LlOl, and 


the horizontal linearity sleeve located on the 
neck of the CRT beneath the yoke. 

a. Apply video and synchronization 
signals to the monitor. Insert the 
horizontal linearity sleeve about 2/3 of 
its length under the yoke. (If you received 
a monitor from the factory in which the 
placement of the linearity sleeve has 
been determined, make a mark on the 
sleeve and reinsert the sleeve to this 
mark when removal of the yoke and 
linearity sleeve are required.) 

If the linearity sleeve is inserted farther 
than necessary, excessive power will be 
consumed and the horizontal output 
circuitry could be overstressed. 

b. Adjust the horizontal width coil (LlOl) 
for the desired width. 

c. Insert the linearity sleeve farther under 
the yoke to obtain the best linearity. 
Although this adjustment will affect the 
raster width, it should not be used solely 
for that purpose. The placement of the 
linearity sleeve should be optimized for 
the best linearity. 

d. Readjust LlOl for proper width. 

e. Observe final horizontal linearity and 
width, and touch up either adjustment if 
needed. 

No horizontal hold control is used in this 
monitor. 

5.5.5 Focus Adjustment 

The focus control (R107) adjusts best overall 
display focus. However, because of the 
construction of the gun assembly in the CRT, 
this control does not have a large affect on 
focus. 

5.5.6 Centering 

If the raster is not properly centered, it may be 
repositioned by rotating the ring magnets 
behind the deflection yoke. 

Do not use ring magnets to offset the raster 
from its nominal center position; this will 
degrade the resolution of the display. 

If the picture is tilted, rotate the entire yoke. 
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5.6 CORRECTIVE MAINTENANCE 

Corrective maintenance consists of locating 
the cause of a malfunction and repairing it. 
The cause may be isolated only to the module 
level, with the failed module sent to a repair 
facility or returned to Lear Siegler for repair 
or replacement; or the user may choose to 
isolate the cause to the component level and 
replace the failed component. 

Repairs at the component level should not be 
attempted except by trained personnel using 
suitable tools and test equipment. 

5.6.1 Failure Analysis 

Troubleshooting of the ADM 3A is 
straightforward and conventional. 
Suggested steps in troubleshooting are: 

a Get the facts. Learn the state of the 
machine when the malfunction occurred. 
Look for operator error, blown fuses, or 
modem or computer failure. 

b. Operate the ADM 3A to determine 

which functions have failed. For 
example: Does it receive but not 

transmit? Has a single function (like 
Clear Screen or Backspace) failed? 
Intelligent use of this information will 
speed fault isolation. 

c. Isolate the cause of the failure to a 
specific modulo (for example, to the 
CRT, a keyboard row, the flyback 
assembly, or the main circuit board). 

d. If the failed module is to be repaired at 
the machine site, further isolate the 
cause to a failed component (or 
components). Refer to information in 
Section 4 and to the logic and assembly 
drawings in Section 6 of this manual. 

e. Replace the failed module or 
component and test by running the 
ADM 3A in the same mode of operation 
in which the failure occurred. 

f. Record the symptoms, cause, 
trouble-shooting procedure, and 
mode of repair for future reference. 

Following are useful ideas to speed 
troubleshooting and repair: 


a. After warmup, the cursor should appear 
at its "home" position. If it does not, enter 
data from the keyboard (with the 
HDX/FDX switch in the HDX position) 
and see if it appears on the screen. If it 
does not, proceed to check power supply 
voltages, intensity and contrast control 
settings, clock and display counter 
operation, monitor sweep drive signals 
and monitor video and drive circuits, in 
that order. 

b. To verify operation of transmitter logic, 
simply see that data generated at the 
keyboard appears on the screen 
(HDX/FDX switch in the HDX position 
only!). This checks all transmitter logic 
except the inverter B7-10 and driver A9-3. 
To check FDX, create a short in pins 2 
and 3 of the modem connector. This will 
also check the inverter B7-10 and the 
driver A9-3. 

c. It is possible to use internal turnaround 
switches (LOCAL, 103 and 202) to force 
Request to Send to either state, or put it 
under ADM 3 A control. Intelligent use of 
these switches, and reference to 
paragraph 4.3.16, may simplify 
interface troubleshooting. 

5.6.2 Troubleshooting the Monitor 

Following is a guide to troubleshooting the 
CRT monitor. It is assumed that sweep drive 
and video signals from the main circuit board 
are normal (see figure 5-2). 

a. Screen is dark. Check settings of 
brightness and contrast controls. Check 
+15V dc supply at junction of R114 and 
R130. Check security of all monitor 
connectors. 

b. No video. Check setting of contrast 
control, check QlOl (refer to monitor 
schematic diagram in Section 6 of this 
manual). 

c. Overheating and excessive power 
consumption. Check horizontal linearity 
sleeve (paragraph 5.5.5). Check Q105 
and Q106. 

Refer to the monitor voltage waveforms 
(figure 5-3), and component layout (figure 
5-4), and to cabling and schematic diagrams 
in Section 6 of this manual. 
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5.6.3 Removing and Replacing 
Monitor CRT and Subassem- 
blies 


WARNING 


Be sure to discharge anode 
voltage to ground before 
attempting to remove any monitor 
subassembly or CRT. 

The monitor comprises the CRT with its steel 
mounting frame, the flyback assembly, and 
the circuit board. 

To remove the CRT, proceed as follows: 

a. Unhook (at both ends) the spring that 
lies across the CRT. 

b. Remove connector from the base of the 
CRT. 

c. Remove the anode connector from the 
lower surface of the CRT. 

d. Using a socket wrench or screwdriver, 
loosen the clamps at both sides of the 
CRT frame until the clamps can be 
turned to clear the CRT frame. 

e. Grasping the CRT securely, lift it upward 
and out of the ADM 3A cover and set it 
aside. 

To install a new CRT, follow the preceding 
steps in reverse order. 

To remove the flyback assembly, proceed as 
follows: 

a. Disconnect anode connector from CRT. 

b. Disconnect Molex connector that 
connects flyback assembly to the 
monitor circuit board. 

c. Using a screwdriver, loosen the hex-head 
screw that clams the flyback assembly to 
the molded cover. 

d. Lift flyback assembly upward until the 
screw clears the slot in the mounting 
plate, then remove assembly from the 
cover. 

To remove the monitor circuit board, proceed 


as follows: 

a. Remove the flyback assembly (refer to 
preceding steps). 

b. Disconnect all Molex connectors from 
the monitor circuit board. 

c. Slide circuit board from the slots in the 
molded cover and remove. 

To replace monitor circuit board and flyback 
assembly, perform the preceding steps in 
reverse order. 

5.6.4 Troubleshooting the Main 
Circuit Board 

Troubleshooting of the main circuit board is 
based essentially on the principles outlined in 
paragraph 5.6 — that is, the technician 
must be familiar with the theory of operation 
(Section 4) and must be equipped with 
suitable test equipment. 

With the ADM 3A cover opened, all 
components on the main circuit board are 
accessible to probes and other test devices. 
Components are generally identified on the 
board; but reference may be made to the 
component layout drawing, and the logic 
diagrams in Section 6 of this manual. 

Table 5-1 lists connectors on the board and 
defines all terminal assignments. 

5.6.5 Removing and Replacing the 
Main Circuit Board 

To remove the main circuit board, proceed as 
follows: 

a. Remove external cables from connectors 
Jl and J2 at the rear of the ADM 3 A. 

b. Remove all cable connectors from the 
upper surface of the circuit board. 

c. Lift circuit board straight upward to 
clear the guide pins, then remove from 
the base. 

Note that there are no fasteners to hold 
the circuit board, which is kept in place 
by the two steel guide pins and the closed 
cover. 

Replace the circuit board by performing 
removal procedures in reverse order. 
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NOTES 

1 . The leading edges of Drive and Blanking waveforms must start at time tp. 
Nominal Blanking times should be observed. 

2. H = time from start of one line to start of next line. 

3. V = time from start of one field to start of next field. 

4. Video pulse width should be equal to or greater than 100 nsec. 


Figure 5-2. Inputs to Monitor, Timing Diagram 
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Figure 5-3. Monitor Voltage Waveforms 
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Table 5-1. Main Circuit Board Connector Terminals 


Connector/Symbol 

Pin 

Signal 

RS232 Interface (J1) 

1 

Frame Ground 


2 

BA (Transmit Data) 


3 

BB (Receive Data) 


4 

CA (Request to Send) 


5 

CB (Clear to Send) 


6 

CC (Data Set Ready) 


7 

Signal Ground 


8 

CF (Carrier Detect) 


9,10 

(not used) 


11 

SA (Secondary Transmit Data) 


12 

SB (Secondary Receive Data) 


13-16 

(not used) 


17,24 

Current Loop Transmitter 


20 

CD (Data Terminal Ready) 


18-22 

(not used) 


23,25 

Current Loop Receiver 

RS232 Extension (J2) 

1 

Frame Ground 


2 

BA (Transmit Data) 


3 

BB (Receive Data) 


4 

CA (Request to Send) 


5 

CB (Clear to Send) 


6 

CC (Data Set Ready) 


7 

Signal Ground 


8 

CF (Carrier Detect) 


9,10 

(not used) 


11 

SA (Secondary Transmit Data) 


12 

SB (Secondary Receive Data) 


13-19 

(not used) 


20 

CD (Data Terminal Ready) 


21-25 

(not used) 


Low-Voltage AC Power (J3) 

1.2 

Input to -i-SV dc rectifier 


3,5 

Input to +12V dc rectifier 


4 

Ground 


Monitor Low-Voltage 1,2 Input to +15V dc rectifier 

AC Power (J4) 


Beep Speaker (J5) 1,2 Drive to beeper speaker 


Keyboard Interface to (J6) 
10-Key Pad 

2,3,16 

5,9,10 

11,12,13 

14,8,7 

5,1,15,4 

Col 3, 2, 0 

Row 0, 1, 2 

Row 3, 4, 5 
Row 6, 7, 8 
Row 9, C, D, E 

Monitor Interface (J7) 

1 



2 



3 



4 

Video to monitor 


5,6,7 

Ground 


8 

Horizontal drive to monitor 


10 

Ground 


11 

+ 15V dc to monitor 
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5.6.6 Removing and Replacing Key 
Switch Contacts 

The tools required to remove the key switch 
contacts from the keyboard are: 

insertion tool and guide 
soldering iron (low temperature) 
wicking device 

short-nosed needle nose pliers 
with serrated jaws 

The procedure is as follows: 

a. Remove the solder from the contact 
(dewick) with a low-heat soldering iron so 
as not to damage circuit pads. The 
contacts will protrude about 1/32 inches 
beyond the back of the logic board. Make 
sure that the contacts are completely free 
of any solder by brushing them with your 
finger, the contacts should move freely. 

b. Turn the board over so that the keyboard 
is up. 

c. Remove the key top whose contacts need 
to be replaced. 

d. With the pliers, firmly grasp the plunger 
in the corner (see figure 5-5). Pull 
straight up with a firm pull. 



The plunger is fragile; pulling to 
the side can break plunger or 
housing. 

e. Remove the spring. 

f. With the pliers, grasp the contact and 
pull vertically; remove both contacts. 

g. Place the insertion tool guide in the 
switch housing making sure that the 
keyway is toward the front of the 
keyboard (See figure 5-6.) 

h. Insert the solid contact (P/N 373-30052-2) 
in the insertion tool with the bend to the 
outside and the solder end up (see figure 
5-7). Insert the split contact (P/N 373- 
30053-2) with the split end in first (see 
figure 5-8). 

i. Place the insertion tool into the guide 
matching keyway slot and key. Press the 


tool firmly straight down until the 
contacts are seated firmly (the tool 
clicks). (See figure 5-9.) 

j. Remove the tool and the guide. 

k. Replace the spring. 

l. Replace the plunger making sure that the 
bar is parallel with the contact opening. 
Work the plunger down slowly, 
separating the contacts with the 
crossbar of the plunger (see figure 5-10). 

m. Press the plunger firmly down until it is 
seated (it clicks). 

n. Replace the key top. 

o. Turn the board over and verify that the 
contacts extend about 1/32 inch past the 
board. 

p. Resolder the contacts in place. 
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Figure 5-5. 



Figure 5-6. 
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SECTION VI 
DRAWINGS 


This section contains drawings of the 
functional areas of the ADM 3A as well as a 
technical description of the logic in each area. 
The basic logic was presented in Section 4 
(Theory of Operation). 

6.1 SCHEMATIC SHEET #2 - 
SYSTEM COUNTERS 

The oscillator located in zone D4 provides the 
basic clocking for the entire display unit. It 
oscillates at a frequency of 10.8864 MHz 
(period = 91.8577 nsec.) which is twice the 
frequency of the video going to the monitor. 
This clock also goes to the DOT counter which 
counts the seven dot positions horizontally in 
a character position. This DOT counter 
(74LS161 - zone D2) has seven different states. 
It begins its cycle by presetting to a count of 
10, counts through the overflow at 15, and 
presets again at a count of 0. The purpose of 
this counter is to time the presentation of the 
sequential addresses to the character 
generator and the presett ing o f the video 
serializer. Its final output, DC3, has a duty 
cycle of 85.7% and a frequency of 1.5552 MHz. 
It also is the clock to the next counter in line. 

The CHARACTER counter (zone C3) has 
eight stages and is used to time the 
positioning of the eighty characters and the 
horizontal retrace time along one video raster 
line. The total division provided by this 
counter is 96, 80 for the video portion of the 
raster line and 16 for the horizontal retrace. 
The actual count goes from 0 to 79, presets to 
240, and counts out to the overflow point at 
255 and restarts another cycle for the next 
raster line. Stages labeled (5C0 through CC6 
are straight binary counts while CC7 actually 


has a weight of 80. This means that all 
CHARACTER counter decodes less than 80 
have CC7 low and all decodes 80 and higher 
have CC7 high. In practical usage, CC7 low 
indicates that the unit is operating in the 
video portion of the raster and CC7 high 
indicates horizontal retrace time. 


The flip-flop labeled ICC80 (zone C2) actually 
represents the decode CHAR COUNTER = 80 
or one count into the horizontal retrace. This 
term is utilized internally to indicate the time 
when a command received from the normal 
I/O interface can be acted upon. The LCCLK 
circuit (zone Bl) provides the clock for the 
following counter. 

The next counter is the LINE counter which 
counts the raster lines in one row of 
characters. This counter divides by nine and 
is a straight binary count. Counts 0 and 8 
indicate the two raster lines vertically 
between two rows of characters while counts 1 
through 7 are the raster lines during which 
the video is being generated. The final stage 
out of this counter provides the clock for the 
row counter and has a frequency of 1 .800 kHz. 

The ROW counter (zone A2) is a variable 
counter. Its purpose is to count the rows of 
characters appearing vertically down the 
screen. It also counts through the vertical 
retrace time. Its count changes from a 
division by 30 for 60 HZ refresh to a division 
by 36 to 50 HZ refresh. The 50/60 HZ switch is 
positioned according to the frequency of the 
primary input power line. The ROW counter 
progresses in a straight binary fashion up to 
its seleted maximum count and presets to 
zero. 
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The tri-state buffers (74LS125) located in 
zones D3, C4 and A4 are for use of the 
automatic test equipment and essentially 
have no effect on the normal operation of the 
display unit. 

6.2 SCHEMATIC SHEET #12 - 

INTERFACE CONTROL 

This schematic essentially shows the request- 
to-send and clear-to-send operation for the 
ADM 3A. The flip-flop B2 (74LS74, zone D3) 
is the CLEAR TO SEND control flop. If clear 
to send is high at the RS232 level, then the 
UART transmit clocks are turned on and the 
unit can transmit at any time. If CTS falls 
during the time a byte is being transmitted, 
the ADM 3A will continue to transmit the 
remainder of that byte then shut down in the 
"marking" state. 

There are four ways that REQUEST-TO- 
SEND can be controlled in the ADM 3A. 
First, RTS can be low all of the time which is 
accompanied by opening all three of the 
switches located in zone A2. Then RTS can 
rise before the transmission of that one 
character, and fall as soon as it clears the 
UART. This is done by closing the switch 
marked LOCAL. If the switch labeled 103 is 
closed, then RTS will be held high all of the 
time. A device setting on the extension port 
can also exercise RTS control through Pin 4 of 
connector J2. The last switch on this section 
is labeled "202". If this RTS CONTROL 
switch is closed, then one other selection must 
be made. The two choices are RTS control 
utilizing code tum-around and RTS under 
reverse channel control. This selection is 
made using switch in zone C4. If code turn is 
selected, then the actual code to be used must 
be specified. This is done by closing one of the 
two switches located on gate input J8-13 
(74LS27, zone C4) which are labeled ETX or 
EOT. These are the only two selections 
provided for in the ADM 3A. When the 
selected code is received into the INPUT 
DATA BUFFER, this information is latched 
into flop BlO-6 (74LS113, zone C3) labeled 
LATCHED CODE. This information is 
allowed to toggle flop C8-2 {zone B2) if 
CARRIER DETECT (zone B4) has gone low, 
indicating that the distant end has stopped 
transmission. 


If another of the selected codes is then 
received, the unit will immediately switch to 
receive without waiting for carrier detect 
since our RTS was maintaining CARRIER 
DETECT high. 

If reverse channel operation is selected, then 
the two inputs that control RTS are 
SECONDARY RECEIVE DATA and 
CARRIER DETECT (SB and CF 
respectively). If SB goes low, the ADM 3A 
will unconditionally switch to the receive 
mode (RTS low). If CF is also low, 
SECONDARY TRANSMIT DATA will go 
low. If CF is high, indicating that the distant 
end has turned on, SECONDARY 
TRANSMIT DATA (SA) will go high. This 
last condition is the normal receive condition 
in reverse channel operation. In order to 
switch to the transmit mode, the distant end 
controlling the terminal raises SECOND- 
ARY RECEIVE DATA (SB). Then, the only 
other condition that has to be met is that 
CARRIER DETECT (CF) must fall, 
indicating that the distant end has dropped 
its RTS. At that time, the ADM 3A will turn 
RTS on within 62 msec. In this reverse 
channel operation, if a command is given to 
turn RTS, then no further commands will be 
recognized for a period of approximately 250 
msec. This gives the modem time to propagate 
its signals. This timing is accomplished with 
the counter and two flops. All controlling 
inputs and controlled outputs can be driven 
from the extension port. 

6.3 SCHEMATIC SHEET #3 - 
CLEAR/ERASE LOGIC OFFSET 
COUNTER ROW COUNTER 
BEEPER CIRCUIT 

6.3.1 Clear/Erase Logic 

The Clear and Erase Logic (zones D1-D4, Al 
& C4) performs the function of initializing the 
counters on power-up or other dear-screen 
operations and forcing a write-space action 
for a sufficient period to clear either a single 
line, or the entire screen. During power-up the 
functions CLEAR2 and CLEAR3 force flops 
F6-5 (START) and F6-10 (ERASEF) true, and 
flop K8-6 false. The latter fu nctions, v ia gate 
C5-13, generates the signal CLROC, which 
clears the Offset and Row Counters. 
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NOTE: DO 
NOT RAISE 



NOTE: "BREAK" WHILE RECEIVING NOTE: "BREAK" WHILE TRANSMITTING 

SENDS SA TO MARK STATE. SENDS BA TO SPACING STATE. 


Figure 6-L Interface Timing for Reverse-Channel Operation 
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BREAK 

FROM KEYBOARD 

REQUEST TO SEND 
CA, PIN 4 


CLEAR TO SEND 
CB, PIN S 


TRANSMIT DATA 
BA, PIN 2 


RECEIVE DATA 
BB, PIN 3 


CARRIER DETECT 
CF, PIN 8 


NOTE: CANNOT BREAK WHILE RECEIVING! 



EOT ON BB BECAUSE RECEIVED EOT WITH 

OF DATA SET , RTS (CAI LOW 

RECEIVED EOT ' IMPLIES SWITCH 

WITH RTS (CA) HIGH TO TRANSMIT MODE 

IMPLIES SWITCH 
TO RECEIVE MODE 


Figure 6-2. Interface Timing for Code Turnaround 


If a key-clear (KEY CLR) operation is 
initiated from the keyboard, or a dear-screen 
command (CLR SCRN) is received, CLROC is 
generated directly, but the START and 
ERASER flops are set in sequence by 
successive CC80A signals, the latter flop via 
the SETERA gate. The remaining erase 
function, which occurs when a line-feed is 
generated with the cursor on Row 23, does not 
affect the START flop. The SETERA signal, 
derived from CR23 and LFl, causes ERASEF 
to be set for one line-period. By the time the 
next CC80A signal occurs, LFl will be false 
and START, also being false, wil l cause 
ERASEF to be reset. Gated with CC7 to form 
ERASE LINE, this function is used to clear 
the memory-row which was "rolled to the 
bottom" during a scrolling operation. 

Clear-screen operations, however initiated, 
are terminated when the Offset Counter 
overflows, generating, OCLOD. The first 
CC80A signal after OCLOD resets START, 
and the next CC80A resets ERASEF. This 
action is necessary in order that memory-row 
0 may be cleared. 


6.3.2 Offset Counter 

The Offset Counter and its associated logic 
(zones B1 and C1-C3) perform the dual 
function of defining the memory-row 
addresses during clear-screen operations and 
maintaining the scrolling history of the unit 
to facilitate the reconciliation of display row- 
positions to the physical memory-rows. 
Consisting of five counter stages (OCO-OC4), 
Row-23 detection logic (OCLOD) and Line- 
feed definition and vectoring logic (LFl, 
PGMOD, DNLINEA), the OC will be enabled 
to react to line-feed directives whenever the 
unit is currently executing a clear-screen 
operation. (START TRUE) or the Cursor Row 
Counter (zones B2, B3) is in count-condition 
23io. In either situation, line-feeds derived 
either from START, LF (line feed command) 
or BOFLO (overflow from last column of the 
column-counter) will be translated in the term 
DNLINEA, which will cause the OC to 
increment either one or two units, depending 
upon the position of the 12/24 Line-Select 
switch (zone A-3). In 24-line mode, OCO will 
toggle at each DNLINEA directive, with a 
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normal binary count propagated to the four 
upper stages of the counter. In 12-line mode, 
OCO is forced true (odd-lines only) and each 
DNLINEA directive will then increment the 
upper stages one unit, causing an effective 
count-by-two operation. Whenever the value 
held in the OC reaches 23, OCLOD will 
become true, and the next line-feed will cause 
the counter to be loaded with a zero-count. 

6.3.3 Row Counter 

The Cursor Row Counter and its associated 
logic (zones A1-A4, B1-B4, D3 & D4) perform 
the task of maintaining the current display- 
row position of the cursor. Due to the mobility 
of the cursor, this counter is capable of being 
incremented, decremented, cleared or loaded 
with a code from the data-buffer which 
represents an absolute cursor row-position on 
the display. Like the Offset Counter, the Row 
Counter consists of five stages (CR0-CR4) 
capable of counting in the range 0 to 23; with 
the same provision for locking the LSB (CRO) 
into the true condition in 12-line mode, and 
counting module-2. 

The Row Counter is allowed to increment in 
situations complementary to those for the 
Offset Counter, that is, when START is false 
and the row-count is other than 23. In these 
cases LFl, derived from the same three 
possible sources noted for the OC, will be 
translated into the Row Counter increment 
signal DNLINEB. One additional source of 
line-feed enabling is directed to the Row 
Counter, however, when the Cursor Control 
switch is open. In this situation, the Row 
Counter will increment continuously after 
START falls, until a count of 23 is reached. 
The counter will then be disabled so long as 
the switch is open (ENX false) and no further 
dear-screen operation are initiated. This 
characteristic of the counter effectively locks 
the cursor to the bottom row of the display, 
and directs all subsequent line-feeds to the 
Offset Counter. 

If the Cursor Control switch is closed (ENX 
true), the upline and Load-Cursor functions 
will be enabled. The upline command signal, 
VT, will be invariably routed to the LSB of the 
Row Counter, as one of three possible clock- 
enabling terms (VT, LDROW, DNLINEB). 


Unless CRO is locked true by the 12/24 line 
select switch, it will toggle any time ESC 2 is 
false; a situation which will occur at all times 
except during cursor-load operations. 
Decrementing the high-order (CR1-CR4) part 
of the counter will occur when either CRO is 
false or the unit is in 12-line mode (DNSEL), 
and a VT command is issued. 

The Row Counter may be cleared in one of 
four different situations. The first situation is 
that caused by one of the three dear-screen 
operations (CLROC). The second case is that 
effected by a HOME command, permitted 
only when the Cursor Control switch is on. 
The third circumstance occurs whenever the 
counter is decremented past zero, in which 
case BORROW is used as a clock to set 
ROWCLR (zone D3). The last situation occurs 
whenever an attempt has been made to load 
an absolute row-co unt valu e greater than 23, 
causing the term R24/31 to pull ROWCLR 
true. The jam-clear function is removed, 
either as the result of a DNLINEB 
(increment) signal, or during the load-row 
phase of a Load Cursor operation 
(LDROWEN). 

The Row Counter may be loaded to any value 
between zero and 23, provided the Cursor 
Control switch is on. The actual loading of 
row-data takes place during the third phase of 
the four-character sequence, defined by the 
condition when ESCl and ESC2 ar both true. 
In this situation, ROWCLR is reset, as 
described above, and a clocked load signal is 
directed to the LSB and four MSB's of the row 
counter (LDROW - LDROWEN - XCLK). The 
information from the data-buffer, DATAl - 
DATA 5, is then loaded into the counter. 

6.3.4 Beeper Circuit 

The circuits which produce an audible tone 
for operator signaling, are shown in zones Cl- 
C2 & D1-D2, plus related gates at zones A2 & 
D1 of logic sheet 4. The duration of the tone is 
governed by the one-shot (zone Cl) which is 
triggered either by receipt of a BEL code (BEL 
and CC80) or the occurrence of the LINE END 
function. The latter function occurs (see logic 
sheet 4) whenever the Cursor Column counter 
is advanced from column 71 to column 72. The 
frequency of the tone (3.6 Khz) is governed by 
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the modulating signal, LC2. The tone is cut 
off by clearing the one-shot (CLRBEL) 
whenever a READ operation is initiated, or 
an overflow (OVERFLOW) from the column 
counter occurs. The first case is necessitated 
by the fact that BEL is used in conjunction 
with the Read Back Enable function to 
initiate the readback operation; therefore, if 
the tone were not disabled in this situation, 
excessive noise would result during testing. 
The second situation is required, to prevent a 
continuous tone from occurring during high 
baud rate transmissions, since at rates higher 
than 2400 baud, re-triggering by the LINE 
END function would occur before the one-shot 
could normally time out. 

6.4 SCHEMATIC SHEET #4 
COLUMN COUNTER WRITE- 
PULSE LOGIC 

6.4.1 Column Counter 

The majority of the logic shown on sheet 4 
(exclusive of zones D1-D4) is concerned with 
the task of managing the columnar position 
of the cursor. As described in the theory of 
operation, the counter is capable of being 
incremented, decremented, cleared and 
loaded with either one of two fixed position- 
codes or a code derived from data received via 
the UART and stored in the Data Buffer. 
Incrementing is effected in one of three ways: 

1. As the result of a character-entry into 
memory. 

2. As the result of receiving a Forespace 
(FF) command. 

3. As the result of a start-transmit signal, 
when in the test-readback mode. 

A forespace signal (FORESPACE, zone Cl) 
will be generated for any character received, 
except Control character (CTRL CHAR), 
Delete codes (DEL) or characters which 
follow an Escape code, and constitute either 
part of the four-character sequence, or an 
illegal second-character. All possibilities 
excluded under the last clas sification are 
covere d by the ter m NOLOAD, derived from 
ESCl and ESC2. Evidence of recei pt of a 
character is provided by the function XCLK, 


which is derived from DOIT and CC80A. The 
Forespace command (FF) contains an 
implicit DOIT function, therefore, must only 
be combined with CC80A to form a properly 
gated signal (RTCURG) for direct ORing. The 
Readback increment (READ INC) function 
results from the transmission, rather than 
reception of a character, and therefore, is a 
combin ation of the Read-mode enaljling 
si^aKR EAD) and the initiate-transmit term 
(}QjOAD). The Column Counter may only be 
decremented when a Backspace code (BKSP) 
is received by the unit. This function, 
containing an implicit DOIT gate, is fed 
directly to the count-down input of the 
counter. 

The counter is cleared in one of four different 
situations. The first is occasioned by any o f 
the Clear Screen operations (START), 
insuring that all post-clear action starts from 
the Home position. Receipt of either a Home 
command (HOME) or Carriage Return (CR) 
command will also clear the counter, 
however, the Home function is only 
recognized when the Cursor Control switch is 
on. The last situation which will elicit a 
counter-clear, is a decrement from Column-0. 
In this si tuation, the bac k-count will evoke a 
borrow (WC BORRO W) from the cou nter, 
which is captured as UNDERFLOW, and 
used to force the counter back to column zero. 

A multiplexor (zones C1-C4) is utilized in the 
Column Counter logic to control the source of 
data for loading into the counter. If the 
counter is incremented past column 79, the 
event is stored as OVERFLOW, and used to 
pulse the load-ports of the counter. The 
OVERFLOW term is also sent to the Offset 
and Row Counter increment logic, if the Auto- 
Newline switch is on. The information loaded 
into the counter by OVERFLOW, is also 
dependent upon the Auto-Newline switch, 
zero being loaded if the switch is on, and 79io 
if it is off. The multiplexor will always be 
switched to the A-ports during overflow 
processing, since the selection term (ESC2) 
cannot be true simultaneously with an 
increment (RTCUR) signal. 

When a four-character cursor-load operation 
is initiated, the term ESC2 will be true during 
both the third and fourth phases, and will 
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switch the Column Counter Mux to the B- 
ports, enabling translated character-codes 
(DATAl - DATA5, DATA6 & DATA67) to be 
loaded during the last phase (ESCl, ESC2, 
XCLK). The translation is required to allow 
the more common alphanumeric codes to be 
used, rather than control codes. Row codes in 
the range 040sthrough 0678, and column code 
in the range 040s through 157s are translated, 
respectively, to codes in the range OOOs 
through 0278 and 0008 through $$78. 

6.4.2 Write-Pulse Logic 

Write pulses, which effect the storage into 
data-memory of the current contents of the 
Data Buffer, are generated by the logic in 
zones D1-D4, during two situations. One case 
is that precipitated by a line-erase operation 
(see SETERA, sheet-3) due to a dear-screen or 
scroll situation. In these circumstances, the 
term ERASE LINE will be generated during 
one or more complete line-scan periods, 
allowing 80 write-pulses to be enabled for 
each such period. In the second situation, a 
single write-pulse is enabled for each 
character clocked into the Data Buffer, as 
evidenced by the FORESPACE signal. The 
generation of a write-pulse, in this case, is 
conditioned by the presence of a SPACE code, 
and the position of the Disable Non- 
Destructive Space switch. If the switch is 
closed (disabled) a write-pulse will be enabled 
for every received character. If the switch is 
open, all SPACE codes encountered after a 
Carriage Return will cause inhibition of 
write-pulses, thereby preventing the entry of 
such codes into memory. The inhibit function 
will be cleared by the next Line Feed code. 

The duration of the write-pulses is controlled 
by the write-clock (WRTCLK) flip-flop, which 
provides a pulse which occupies the last four 
dot-positions of each character period. The 
width, therefore, is 367 nanoseconds. 

6.5 SCHEMATIC SHEET #5 - 
MEMORY ADDRESS 
GENERATION 

The logic on this sheet provides four major 
functions related to the manipulation of the 
1920 bjrte data memory address structure, to 


facilitate data entry and data retrieval for 
display refresh. These functions are: 

1. Reconciliation of the current cursor row- 
position with the scroll-history to 
generate a virtual entry-row address. 

2. Reconciliation of the dynamic display 
row positions with the scroll-history, to 
virtual refresh-row addresses. 

3. Selection of either entry or refresh row- 
address information in a manner 
consistent with the periodic demand 
requirements of the display. 

4. Reconciliation of the 64 by 30 byte 
physical memory array with the 80 by 24 
character array used by the display. 

The generation of entry-row addresses is 
performed by a five-bit full adder set 
comprised of the elements in zones C4 & D2- 
D4. The adder combines the functions from 
the Cursor Row Counter (CR0-CR4) and those 
from the Offset Counter (OCO-OC4) in the 
manner: 

SUMW = CR + OC + 1 

The unit is added to the counter functions, in 
order that a unit in bottom-entry mode (cursor 
control switch off) will initially make access 
to row-address zero, consistent with the 
original ADM 3. If the Cursor Control switch 
is on, the memory -row initially available for 
data entry ("top row") will be row one. As the 
display is scrolled, and the Offset Counter 
incremented, the virtual row-address of each 
row, relative to the top-of-display will 
advance proportionately; for example, on a 
display which has been scrolled five times, 
with the cursor on the top row, the virtual 
entry row address will be six (0 + 5 + 1). As the 
cursor advances down the display, the 
contribution of the CR register to the sum will 
also increase. If the unit which was scrolled, 
as described in the example above, 
subsequently has its cursor moved the sixth 
row of the display, the virtual row address 
will be 12 (6 + 5 + 1). 

The logic shown in zones D2 & D3 (SUM34W, 
SUM345W, SUM3WSC, SUM3WS, & 
SUM4WS) is charged with the task of 
reconciling the row sums from the CR & OC 
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adder, to an allowable address range of 0 to 
23. This logic causes sums in the range 24-47 
to effectively undergo a "subtract 24" 
operation. 

The generation of refresh-row addresses is 
also performed by a five-bit adder and two-bit 
"range adjuster", comprised of the elements 
in zones A4, B4 and C2-C3. The second adder- 
set is functionally identified with the first, 
combining the contents of the Offset Counter 
(OCO-OC4) and the Refresh Row Counter 
(RC0-RC4) to form the sum: 

SUMR = OC + RC + 1 

As a consequence of this sum, a unit without 
scrolling history currently scanning along 
the top row of the display, will access row- 
address one, and as the scan progresses down 
the display, the indicated addresses will 
progress from 1-23, finally accessing row- 
address zero when the bottom row of 
‘ accessing row-address zero when the bottom 
row of the display is being scanned. As the 
unit acquires a scroll-history, the virtual 
addresses will advance, relative to the display 
rows, with row-addresses previously 
associated with the top display-row rolled to 
the bottom and the contents erased, as 
described earlier. This procedure allows the 
data in memory to be visually advanced 
upward, row by row, without necessitating 
the actual relocation of that data in the 
physical memory. 

In the same manner as that performed on 
entry-address sums, the row refresh-address 
sum (SUM0R-SUM5R) is reconciled to a 0-23 
range by effectively subtracting 24 from sums 
in the range 24-47. (SUM34R, SUM345R, 
SUM3RS and SUM4RS). 

The multiplexor-set, located at zones A2, A3, 
B2, B3, and C1-C3 perform the function of 
selecting refresh address, during active scan 
periods, and data-entry addresses during 
periods of horizontal retrace (C7 true). The 
complete refiresh-address is comprised of 
SUM0R-SUM2R, SUM3RS, SUM4RS and the 
refresh column-count functions, CC0-CC6. 
The complete entry-address is comprised of 
SUM0W-SUM2W, SUM3WS, SUM4WS and 
the cursor column-count functions, WCO- 
WC6. 


The result of the column-count selection is the 
function-group MA0-MA3, which form the 
low-order memory address terms directly, and 
POS4-POS6, which must undergo matrix 
conversion to derive the mid-range address 
terms. In addition, the term SEL LINE, which 
is always false during the data-entry phase, 
will be true durin g refresh e xcept during line- 
erase operations (ERASEF). This exception is 
required, in order that data-entry row- 
addresses rather than refresh row-address be 
accessed, thereby allowing 80 space-codes to 
be written into the virtual memory-row 
associated with the current cursor position. 
The SEL LINE function SAvitches the 
multiplexor in zone C6 to select the high-order 
row-definers SUMIW, SUM2W, SUM3WS & 
SUM4WS, or SUMIR, SUM2R, SUM3RS & 
SUM4RS. The resultant terms LINEl- 
LINE4, must be resolved into the physical 
memory matrix. 

The low-order row-definers, SUMOW or 
SUMOR are selected for the chip-enable 
functions by the logic in zone Dl. Since 
CHIPENA and CHIPENB point, 
respectively, to the odd and even rows of both 
display data and memory data, they are used 
directly in addressing data-memory, without 
modification. 

Since the display matrix is 80 characters by 
24 rows, the largest binary factor which can 
be used as a "common denominator" for 
matrix conversion, is 16. Removing this 
factor, the remaining column factor, 5, is 
considered as the sum of a four-unit and a one- 
unit factor. By recombining these factors as 
products of sums each column is considered 
as the sum of a 64-unit increment and a 16- 
unit increment. If 64 is chosen as one of two 
coordinates which define a rectangular array, 
the other coordinate, based on 1920 
characters, becomes 30. The visual display, 
then, is apportioned into the 64x30 memory 
array as one 64x24 character block and one 
64x6 character block, the latter further 
subdivided into 24 16-character increments. 
Each row, then, is comprised of the sum of one 
64-character slice of the major block, plus one 
of the minor increments. 

Resolution of the display matrix into the 
memory matrix, is accomplished in the 
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multiplexer (zones Al, Bl, & Dl) whose 
outputs are designated MA4-MA9, by 
utilizing that fact that whenever columns 64 
through 79 are indicated, the term POS6 will 
be true, and for columns 0 through 63 it will be 
false. Accordingly, this term will select the 
"normal" binary column and row definers 
(POS4, POS5, LINE1-LINE4) when false, and 
the 16-character line-increment definers 
(LINE1-LINE4, MAS and MA9 forced true) 
when true. If the unmo dified addre ss - 
definers, MA0-MA3 and CHIPENA are 
included in each array, it can be verified that 
POS6 false calls up an array of 16 columns by 
4 increments by 6 rows, restricted by MAS & 
MA9, to rows 24 through 29. 

6.6 SCHEMATIC SHEET #6 - DATA 
RECEIVER CHARACTER 
DECODERS LOAD-CURSOR 
SEQUENCE DETECTOR 

6.6.1 Data Receiver 

All data admitted for interpretation or 
storage in the ADM 3 A is routed initially, as 
a serial data-stream, into the UART, shown 
in zones A4, B4 & C4. The source of this data 
may be from either the Current Loop Receiver 
circuit (CL DATA from sheet 10), the RS232 
Receive Circuit (REC EIVED D ATA, zone D4) 
or transmitted data (XDATA from sheet 10). 
As shown in zone D4, RS232 data must be 
level-shifted in the 14S9 receiver circuit (AlO- 
3), and transmitted data can only be admitted 
if the Half-Duplex (FDX-HDX) switch is 
closed. Routed through the OR-gate (B5-6), 
the serial data is routed to both the UART and 
the Extension Port. 

If the UART is clear (no overrun from the last 
character), the serial data will be clocked in at 
the proper baud-rate (RECV CLK, zone A4), 
and accumulated in accordance with the 
format-switch settings shown on sheet 10, 
zone C4. When a complete character has been 
accumulated, and is available in parallel 
(IN1-IN8), the term DATA RD Y (zone A3) will 
go true. Framing, parity and overrun errors 
are ignored on the ADM 3A, therefore, the 
integrity of data rates, duty-cycles and 
formats must be guaranteed by the source 
device. 


Unless the ADM 3A is cu rrently ex ecuting a 
clear or erase operation (ERASEF low), the 
Data Ready signal from the UART will be 
S3mchronized with the system decoding and 
writing circuits by timing-signal CC6. The 
resultant signal (INPUT, zone A3) will strobe 
the parallel contents of the UART into the 
Data Buffer (zones B3, C3). The inf ormation 
in the buffer (DATA1-DATA7, DATAl- 
DATA7) is used directly for entry into 
memory, or routed to the decoder logic for 
interpretation of control functions. 


6.6.2 Character Decoders 

The character decoders (zones Al, Bl-2, Cl-2, 
Dl-2) interpret the received data by analyzing 
the current 7-bit code in three stages. The first 
stage examines the three or four high-order 
bits (DATA4-DATA7), and resolves the 
character into an ASCII Column or Half- 
Column position. Columns 0 & 1 are used in 
most cases, since they define the ASCII 
Control characters. Additionally, column 3 
and the half-columns, 4L and 7H are decoded, 
to aid in the analysis of "Equal," "Space" and 
"Delete" codes, respectively. 

The second stage (zone B2) fully decodes the 
low-order three-bits of the charac ter-code, t o 
generate eight row identifiers (XX0-XX7), 
applicable to each of the 16 half-columns in 
the ASCII matrix. The first stage combines 
the column or half-column identifier, the row 
identifier , and where required, DATA4 (or 
DATA4), to provide half-column 
identification, resulting in a unique character 
identifier. Eight control characters plus the 
"displayable" SPACE and DELETE codes 
are decoded irrespective of the condition of 
the Cursor Control Switch. Four control 
characters (RS, VT, FF & ESC) and the 
EQUAL c ode, however, can only be decoded 
(D ATA4A low), if the Cursor Control switch is 
on (ENX true). 

6.6.3 Load-Cursor Sequence 
Detector 

In order to execute the storage, in the Cursor 
Row and Column counters, of two bjd;es of 
information which represent the absolute 
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position of the cursor, a sequence detector is 
provided (zones D2-D4) which can; 

1. Reset to the occurrence of an ESC code, 
and hold control until another character 
is received. 

2. Verify the intent to load cursor data, if 
the second code is "Equals" (=), or abort 
the sequence if it is not. 

3. Maintain control of the terminal until the 
two additional bjrtes of Row and Column 
data are received. 

4. Vector the row and column data to the 
proper destinations. 

These tasks are accomplished with a modulo- 
four counter (ESCl, ESC2), which is normally 
clear (ESCl, ESC2). If an ESC character is 
detected, ESCl will be set true on the next 
received-character strobe (XCLK). The ESC 
code will cause FORESPACE (cursor 
advance) and data entry into memory to be 
inhibited. If the next character received is 
anything but EQUALS, ESCl will be reset 
(RSESCl), thereby terminating the sequence. 
If it is EQUALS, ESC2 will be set true and 
ESCl allowed to remain true. In both 
situations ESCl true will cause inhibition of 
FORESPACE. The condition of ESCl and 
ESC2 both true will cause the next character 
received to be interpreted as the Row code, 
and loaded into the Row Counter. It will also 
cause ESCl to be reset on the next strobe. 
With ESCl false and ESC2 true, 
FORESPACE will remain inhibited, and the 
next received character will be translated and 
loaded into the Column Counter. At the next 
strobe, ESC2 will be set false, and the 
sequence will be complete. 

6.7 SCHEMATIC SHEET #7 - 
CLEAR CIRCUIT READ BACK 
MONITOR DRIVE SIGNALS 
CURSOR GENERATION 

6.7.1 Clear Circuit 

The DM74123 (retriggerable one-shot, Dl), 
located in zone D4 provides the power on clear 
signal. The RC circuit is connected to the 
positive trigger input. Therefore, when the 
power is up and the capacitor finally charges 
to the input threshold, the one-shot triggers 


off and creates the reset signal. This unit is 
unusual in that every single storage element 
in the system is reset with the CLEAR pulse 
except for the refresh memories. This was 
done to accomodate the autom atic board 
testers. The signal labeled TESTER 
INITIALIZE, entering the circuit D2-1 
(74LS00, zone C3) accomphshes the same 
function as the power on clear except that the 
signal is generated by the automatic tester. 
These two clearing sources are combined at 
D2-3 (74LS00, zone C3) and is called CLEAR. 
A positive level at this point is the clearing 
level. This signal is buffered through six 
inverters to create the negative-going CLEAR 
signal. Each inverter has only 10 loads and 
they were used instead of a power buffer 
because of automatic board tester 
restrictions. 

6.7.2 Read Back 

The flip-flop located in zone C4 (EZ-8, 
74LS113) is part of the READ BACK feature. 
This flop can set only if pin 22 on the main 
I/O connector Jl is held to ground. READ 
BACK is a test only feature therefore only 
internal test cables should have this pin 
grounded. This function is initiated by 
issuing a USASCII BEL code (octal 007) 
through the normal data input which sets this 
flip-flop. The ADM 3A then responds by 
sending all data on the top line of the display 
from the cursor position to the end of the line 
inclusive. The screen is rolled one line but the 
data remains on the screen and the bottom 
line is not erased. The cursor remains on the 
last character position transmitted which is 
the last position on the line. The READ flip- 
flop is cleared at the end of the operation 
when the CURSOR register overflows. 

6.7.3 Monitor Drive Signai 

The monitor drive signals, HDRIVE and 
VDRIVE are generated in zones Cl and Dl. 
The horizontal drive signal, HDRIVE never 
moves regardless of the position of the 50/60 
Hz selection switch. However, the VDRIVE 
signal changes between 50 Hz and 60 Hz 
refresh in order to maintain the same relative 
position of the video display on the display 
screen. (See the MAIN TIMING DIAGRAM 
for the positioning of these drive signals. 
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6.7.4 Cursor Generation 

The circuits shown on zones A1-A4, B1-B4 
and C1-C2 comprise the cursor generation 
and control logic. Three comparators are 
provided to continously compare the cursor 
row and column counters with the 
corresponding display counters and generate 
a signal when all elements are in coincidence. 
The stage which compares CR0-CR4 with 
RC0-RC4 will be allowed to propagate its 
coincidence signal into the next s tage, only if 
the Cursor Control switch is on (ENX false). 
Otherwise, a continuous coincidence signal 
(ROWCO) is forced to the next stage, since the 
cursor will always reside below the bottom 
row. In the event one o f the de ar-screen 
operations is under way. START will hold 
ROWCOG low preventing any cursor 
comparison, thereby blanking the cursor. 

When both row and column coincidence 
occur, a true output will be presented from the 
last comparator stage (E15-6). This signal is 
delayed by a pair of flip-flops for two 
character-periods, to synchronize the cursor 
with the video data, which is delayed two 
character periods in the course of accessing 
and processin g. Wh enever the Cursor Control 
switch is off (ENX false) CURENA will be 
true only when the display row-count is 
greater than 23. This funct ion is clock ed by 
LCl into the flip-flop E4-6 (CURSTOP), and 
combined with its output to form a signal 
(CUREN) which will be true only during the 
two line-scan periods immediately below the 
last row of data on the display. 

If the Cursor Control switch is on, CUREN 
will be forced true continuously, allowing all 
coincidence signals to be propagated through 
the delay flip-flops. Coincidence will never 
occur outside the bounds of the data-display, 
since the cursor row and column counters are 
restricted to that area. The output of the delay 
flip-flops (CURSOR) will be mixed with video 
data in an exclusive -OR gate, if Cursor 
Control is on, resulting in a reverse image of 
the character over which the cursor resides. If 
Cursor Control is off (see sheet 8, zone Al), the 
double-underscore cursor signal wall be 
admitted to the video dri ver in parallel wdth 
the non-inverted video signals (FLIP). 


6.8 SCHEMATIC SHEET #8 - 
REFRESH MEMORY 
CHARACTER GENERATORS 
VIDEO SERIALIZER TRANSMIT 
DATA MULTIPLEXERS 

6.8.1 Refresh Memory 

The refresh memory is composed of 14-2101 
RAMs which have 500 nsec access times. 
These RAMs are organized as a 2K by 7-bit 
memory which hold the 1920 USASCII codes 
for screen refresh. There are four 
configurations of memory in the ADM 3A. 
The first configuration is six RAMs which is 
used for the upper case only, 12 line display. 
Then seven RAMs are used for the 
upper/lower case, 12 line version. Twelve 
RAMs are required if upper case only, 24 lines. 
Then all 14 RAMs are installed if the fully 
configured upper/lower case, 24-line 
combination is desired. 

The selection between 12 and 24 lines is made 
wdth a swdtch. (See sheet 3 zone A3). Zone A4 
of this schematic has a swdtch labeled UC EN 
which swdtches the unit from upper case only 
to upper/lower case display. The 74LS157 
sections located in zones C4 and C3 (2:1 Mux, 
H7) alter the data properly for 7 bit USASCII 
to 6 bit USASCII for upper case only display. 
The output K12-12 (zone C4) selects between 
two sources for bit 6 storage. Upper case only 
display utilizes DATA7 while upper/lower 
cases uses DATA6. Gate H7-8 simply forces 
bit 6 to a high level when the ADM 3A is 
erasing a line. This converts the NULL code 
coming in to a proper SPACE code. The 
74LS86 in zone C4 (k9-3) has the function of 
being able to clear the memory to zeros wdth 
the activation of a swdtch located internally. 

6.8.2 Character Generators 

The circuitry located above the refresh 
memory is used to blank the video display at 
selected times. This function is normally 
accomplished at the video serializer but was 
placed here to allow the automatic board 
tester to shut the video off without affecting 
the character generators or the video 
serializer. 
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The horizontal blanking is accomplished 
with gate C5-4 (zone D4, 74LS02). The term 
RC5, entering the circuit at C5-2 does the 
blanking for row counts 32 and higher. This 
signal is active only if the unit is operating at 
50 Hz since the 60 Hz units reach a maximum 
count of 29. The term RC=24/31 accounts for 
the blanking immediately below the video 
and up to row count 31. Gate D4-3 (74LS02, 
zone D4) generates the term that blanks every 
other line if the ADM 3A is operating in the 
12 lin e mode. The com bined blanking term, 
called VIDEO BLANK and going to the clear 
inputs of the two 74LSl75's (K13 and L13, 
zones B3 and C3) used as the character 
generator input buffers, is generated in the 
flop K8 (74LS74, zone D3). Notice that 
clearing the CBUF registers does not present 
a NULL code to the character generator 
inputs. The outputs assoc iated with bit 6 a re 
inverted. Therefore, when VIDEO BLANK is 
active, the CBUF outputs present a USASCII 
SPACE code to the character generators. 

The two character generator ROMs are rather 
straightforward. The upper case ROM is a 
standard masked part (2513) but the lower 
case ROM is a custom masked part. The one 
unusual thing about this is that all of the 
address lines into the lower case character 
generator are inverted. 

6.8.3 Video Serializer 

The video serializer used is a 74166, eight bit 
shift register which is preset once every 643 
nsec and shifted at an input clock rate of 
10.8864 MHz. Gate K16-5 (74LS00, zone Al) is 
used to blank the video during a READ BACK 
operation. This is required because the CBUF 
registers are used to send memory data to the 
transmit US ART without regard to its effect 
on the video display. Since the result is quite 
unusual, this gate was installed. Gate J9 
(74LS00, zone Al) is used as the video driver. 

6.8.4 Transmit Data Multiplexers 

The two multiplexers (74LS157, K6 and L6, 
zones Dl and D2) are used to select between 
keyboard or refresh memory as the source of 
the data going to the transmit UART. The 
refresh memory is selected during the READ 
BACK operation and the keyboard output is 
selected at all other times. 


6.9 SCHEMATIC SHEET #9 - 
KEYBOARD CIRCUIT 

The keyboard is encoded utilizing a normal 
scanning-type circuit. The two counters 
(74LS293) located in zones D3 and D4 clock 
through all possible 128 USASCII codes. The 
four least significant bits are decoded 
through the 1 of 16 decoders (74LS154-L8) 
whose outputs appear as one side of the 
encoding matrix. The three most significant 
bits, K5 through K7, operate the selection 
inputs of the 8 to 1 multiplexer (74LS151-L9). 
The inputs of this multiplexer represent the 
second side of the encoding matrix. This 
encoding matrix has a direct relationship 
with the USASCII code chart. The outputs of 
the decoder represent the rows of the chart 
while the inputs of the multiplexer represent 
the columns. The key switches are then 
placed selectively within this matrix on the 
intersection that generates the lower case 
code associated with that particular switch. 

The detection of a switch closure occurs in the 
following manner. When none of the keys are 
depressed (all switches open), the output of 
the multiplexer L9 is high and the clock 
(KBCLK) to the code generating counters is 
running. While KEY DATA is high, the 
signal labeled GO (zone Cl) will be held low, 
which clears the shift register Fl (zone C2) 
and holds flop E2 (zone Dl) in the key 
debouncing state. This is the no rmal idling 
state with the counters cycling, KEYDATA 
high, shift register Fl cleared, and BOUNCE 
low. When an encoded key is depressed, the 
counters continue cycling until the selected 
ROW and COL are simultaneously enabled. 
At this time the low level signal from the row 
decoder is propagated through the key switch, 
through the multiplexer, to gate E7 (zone B2) 
which effectively shuts off the clock to the 
code generating counters. When KEY DATA 
goes low, the signal labeled GO is enabled, 
thereby releasing the shift register and the 
Bounce flop. Atthis time the signal BOUNCE 
is low which enables every cycle of the clock 
RCO to propagate through gate E3, located in 
zone D2, to the clock input of the shift register. 
This clock (900 Hz) determines the length of 
time allowed for the mechanical key switch to 
stop bouncing. It allows five cycles of this 
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clock to pass before the decision is made that 
the code is stable. At the end of these five 
cycles, the signal BOUNCE goes high which 
does two things. First, the clock input to the 
shift register is disabled through gate D2 at 
zone D2. Secondly, the SHIFT/LD line to the 
shift register is taken to the loading state by 
gate F5 in zone D2. The circuit is now waiting 
for one of two things to happen; the character 
key being released or the KEPT key being 
depressed . In the ev ent that the key is 
released, KEY DATA will immediately go 
high and the entire circuit will revert to the 
idling state. If the KEPT key is depressed 
without releasing the first key, the 
SHIFT/LD line goes to the shift state because 
of F5-2 (z one D2). Notice now that when 
BOUNCE went high at the end of the first 
shift register cycle, the term RCRESET was 
allowed to gate the clock RCO effectively 
cutting its rate to 60 Hz to 50 Hz depending on 
the position of the 50/60 Hz selection switch. 
This new clock rate will now determine the 
repeat rate from the keyboard. The shift 
register will now shift at the lower rate, 
generating a load pulse every time DOUT 
goes high and continuing until the REPT key 
is released or the primary key is released. The 
repeat rate is 12.5 char/ sec at 60 Hz and 10 
char/sec at 50 Hz. The term THRE into gate 
H5-5 (zone D2) is there to slow the repeat rate 
if the baud rate selected has a character time 
longer than the per iod of t he repeat cycle. The 
terms READ and READ in this circuit are 
activated by the read-back circuit which is 
used for internal LSI testing only. In normal 
operation, the ADM 3A memory cannot be 
read by the computer. When the read-back is 
activated, the keyboard control circuit is 
fooled into thinking that is is repeating a 
code. The one difference is that the circuit now 
repeats utilizing the debouncing clock and 
not the slower clock. The data lines are 
naturally switched to the memory output 
v/hich occurs on schematic sheet 8. 

There are three methods by which the code 
normally generated by the scanning circuit 
can be altered. First, the depression of the 
CTRL key (zone A2) unconditionally drives 
bits 6 and 7 to the low state. This means that 
the code generated will be driven to columns 0 
or 1 depending on the state of bit 5. This is the 


means by which control codes, not on 
individual keys, are generated. The next way 
that the code can be altered is by inverting bit 
5. This is used to create the shifted (upper 
case) codes in USASCII columns 2 and 3. 
Gate KlO (74LS00) in zone A4 identifies the 
code generated as a column 2 or 3 code. Row 0 
is eliminated from this shifting because the 
SPACE code and ZERO code are not affected 
by the shift key. This is done at LlO-9 (zone 
A3). The last way to alter the code is by 
inverting bit 6. This is used to shift from the 
lower case alpha codes in column 6 and 7 to 
the upper case codes in columns 4 and 5. There 
are two ways to effect this bit 6 inversion. The 
normal shift keys and the UPPER CASE 
ALPHA switch. 

The UPPER CASE ALPHA switch is used on 
systems where no lower case alpha codes are 
tolerated. Therefore, while in this mode, the 
normal SHIFT keys have no effect on the 
alpha keys. Upper case alpha is always 
generated. This is accomplished at gate LlO 
(zone A3). LlO-2 and LlO-1 decode the fact 
that the code originates in columns 6 or 7. 
Notice that in the matrix above, the only 
codes in columns 6 or 7 are the twenty-six 
lower case alpha codes. The six remaining 
non-alpha codes are placed in columns 4 and 
5. Therefore, the KC6 KC7 decode in gate LlO 
definitely picks out the lower case alpha 
codes. The normal SHIFT function for 
columns 4 through 7 is accomplished in gate 
KlO (zone B4). If KC7 is set, identifying it as 
columns 4 through 7, and the SHIFT key is 
depressed, bit 6 is unconditionally inverted. 

The CLEAR key, located in zone A2, is 
utilized in conjunction with the SHIFT key to 
clear the refresh memory, clear the 
KEYBOARD LOCK circuit, and clear the I/O 
interface circuitry. This combination is done 
in gate L12 located in zone Al. 

The BREAK key (zone B3) is used to signal 
the computer that I/O termination is desired. 
When depressed, this key has one of two 
effects, depending on whether the unit is in 
the transmit or receive mode. If the unit is 
transmitting when the BREAK is activated, 
the primary transmit data line (BA, pin 2) is 
driven to the "spacing" state for as long as the 
key is depressed. If the unit is receiving data 
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and is in the 202, reverse channel mode, the 
SECONDARY TRANSMIT DATA line (SA, 
pin 11) is driven to the "marking" state. 

The last function on this sheet is the HERE IS 
circuit. If the ADM 3A has this option 
installed, the depression of this key initiates 
the transmission of a unique message to the 
computer. This message is contained in 
PROM in the option and can be up to 32 
characters long. This transmission can also 
be activated with the receipt of an ENQ code 
from the computer. An ENQ code generated 
at the local keyboard will not be recognized 
because of the lockout circuit in zones Al and 
A3. Locally generated characters will cause 
the flip-flop (KSDLY) to be se t at the ti me the 
charact er is t ransmitted (XLOAD). The 
output KSDLY will be false until either a 
remote character is received, or the local 
character is ack nowledged in half-duplex. At 
this tim e DOIT will reset the flop. The term 
KSDLY, in conjunction with the Enquiry- 
- code (ENQ) will prevent a locally-generated 
ENQ from being recognized. 

6.10 SCHEMATIC SHEET #10 - 
DATA TRANSMITTER 
CONTROL SECTION OF UART 
CURRENT LOOP XMTR/RCVR 
KEYBOARD LOCK CIRCUIT 

6.10.1 Data Transmitter 

The transmitter and control sections of the 
UART are shown on this schematic. 
Indicated on UART pins 26 through 32 are the 
seven bits which comprise the US ASCII code. 
XDATA7 is the most significant bit and 
XDATAl the least significant. This code to be 
transmitted to the line comes from one of 
three sources. In normal operation, the 
keyboard circuit and the ANSWER BACK 
option can generate the code. However, 
during testing the contents of the memory are 
sent through the UART during READ- 
BACK. Pin 40 of the UART is the transmitter 
clock input. The source of this clock comes 
from sheet 1 1 where it is controlled by CLEAR 
TO SEND (sheet 12, zone D3). If there is no 
CTS, this input will remain high. In normal 
operation, the clock on this line will be the 


same as receive clock input. The frequency 
will be 16 times the desired transmit baud 
rate. However, with the split clock option, the 
transmit and receive rates can be different. 
The receive rate is always controlled by the 
main baud rate switches under the cover, 
while with the spht speed option, the little 
rotary switch in front of the keyboard 
controls the transmit rate. This rotary switch 
is accessible only when the unit is open. All 
baud rates are available on this switch except 
for 1800 baud. With the split speed option, the 
selection of 1800 baud as the receive rate 
limits the selection of the transmit rate to 110 
baud. No other baud rates are legal. 

Pin 23 on the UART is the loading signal for 
the transmitter section. The normal state of 
this line is high and it only goes low when 
serial transmission of the data present on the 
XDATA input pins 26 through 32 is desired. 
The two sources of this loading signal are the 
keyboard circuit and the ANSWER BACK 
option board. 

Two control signals are utilized from the 
transmitter section. These are TRANS- 
MITTER HOLDING REGISTER EMPTY 
(THRE) and TRANSMIT REGISTER 
EMPTY (TRE). The UART utilized in this 
unit is buffered on the transmitter data input 
lines and therefore, when the loading signal 
is given on pin 23, the XDATA lines are 
transferred to a buffer register instead of 
directly to the serializer. When this buffer, 
called the TRANSMITTER HOLDING 
REGISTER is loaded, the signal THRE (zone 
A3) goes low. The transfer of the data from 
this buffer to the serializer is contingent on 
the transmitter clocks being present (CTS 
high) and the serializer being empty. If the 
serializer is empty, the signal TRE (zone B3) 
is high. If both conditions are present, the 
buffer data will be automatically transferred 
to the serializer on the next clock. At this time, 
TRE will go low to indicate that the serializer 
is being used. When both signals are high, the 
transmitter section is completely empty. 
These two UART signals are combined to 
create the "bouncing" REQUEST TO SEND 
signal selectable on the interface. When 
either of these signals, THRE or TRE, is low it 
will cause RTS to be high. Therefore, the RTS 


6-15 



LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


signal will "surround" the transmitted 
character. 

The last signal out of the UART transmitter 
section, is naturally, the serial data. This line 
marks in the high state and the indication of 
character starting is this line going low for 
the start bit of the character. The data bits in 
the following byte are then sent in a serial 
manner with the least significant bit first, 
through data bit 7, followed by the parity bit 
(if enabled) and the one or two stop bits. The 
data at this point is "true" data, that is a "one" 
is indicated by a high level and a "zero" by a 
low level. This data is then sent through gate 
C6 (zone A3). C6-4 accepts the signal from the 
BREAK key shown on drawing 9, zone B3. 
The depression of this key takes the transmit 
data line to the spacing (high) state. Input C6- 
3 accepts data generated by the device 
connected to the extension port and received 
by the 1489 EIA receiver A6 (zone A4). This 
combined data signal (C6-6, 74LS10, zone A3) 
is then sent to both the EIA and CURRENT 
LOOP transmitters. The selection of the 
transmitter to be used is governed by the 
switch schematically represented in zone C3 
and labeled RS232/CL. This switch is 
physically located under the little plate next 
to the keyboard. When the switch is 
positioned to the left (closed), the EIA 
transmitter is selected. When one transmitter 
is selected, the unused transmitter will 
maintain a marking output to the outside 
world. Therefore, the RS232/CL switch can 
be used for "local" operation where data is 
desired out the extension port but not out of 
the main I/O port. The transmitted EIA data 
is level shifted through the 1488 A9 located in 
zone Al and out to the EIA connector, pin 2. 

6.10.2 Control Section of UART 

The control section of the UART is also 
shown on schematic #10, The MASTER 
CLEAR is driven high when the UART is to 
be cleared (pin 21). There are five 
characteristics of the transmitted data that 
can be selected by the toggle switches under 
the panel. First is the STOP BIT SELECT 
input on pin 36. When this line is held low, one 
stop bit will be attached to the transmitted 
byte while a high signal will select two stop 


bits. The next input controls the WORD 
LENGTH SELECT. A high input selects an 8 
bit data word while a low level selects a 7 bit 
data word. UART pin 39 is EVEN PARITY 
ENABLE which it would do if this pin is 
allowed to go high. Odd parity is selected by 
moving the switch to the left and driving this 
input low. PARITY INHIBIT is located on 
UART pin 35. Parity generation is inhibited if 
the switch is to the right and the input is high. 
If this input is low then the UART control will 
read the parity selection input (pin 39). If this 
input is high, then pin 39 is ignored. The last 
control input is pin 33, BIT 8 CONTROL. This 
input is active only if the ORD LENGTH 
SELECT input (pin 38) is high and an 8 bit 
word is selected. This control input is then 
used to choose a "mark" or a "space" in the 
eighth data bit position. 

6.10.3 Current Loop XMTR/RCVR 

The last item on this sheet is the CURRENT 
LOOP transmitter/receiver combination. 
The current loop differs from the circuits in 
the ADM lA and 2 primarily because it is 
bipolar. That is, current direction is 
immaterial. The transmitter and receiver can 
run completely isolated from the ADM 3A 
which is its normal operating mode. However, 
provision has been made inside the unit to tie 
one leg of the transmitter or receiver to +12 
volts through a resistor to create a current 
source. As an alternative, a ground strap can 
be installed, in place of the resistor, to act as a 
current sink in the case of a positive external 
voltage source or as a current source in the 
event an external negative sink is provided. 
The CURRENT LOOP circuits operate over a 
range of 16 to 24mA, at a peak supply voltage 
of 20 VDC. 

6.10.4 Keyboard Logic 

The signals labeled LOCK and UNLOCK are 
used to control the KEYBOARD LOCK flip- 
flop located in zone Dl of this sheet. The code 
used to unlock the keyboard is a USASCII SO 
(octal 016) and the code used to lock is a 
USASCII SI (octal 017). The CLEAR 
SCREEN function is activated by USASCII 
SUB (octal 032). The SPACE decode is created 
in H2-4 (7402, zone Al) to recognize this code 
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for the nondestructive cursor feature. The 
US ASCII ENQ is used to activate the 
ANSWER BACK option (if installed). This 
decode is combined with the depression of the 
HERE IS key on the keyboard schematic 
(sheet #8). 

The flip-flop located in zone Dl is used to 
control the locking and unlocking of the 
keyboard circuit. Notice that there is a switch 
in the LOCK input to disable this feature if 
the particular application dictates that the 
US ASCII SI code be used for other purposes. 
There are two ways to unlock a previously 
locked keyboard. The first is the receipt of the 
USASCII SO code. The keyboard can also be 
unlocked by the simultaneous depression of 
the SHIFT and CLEAR keys which generate 
the signal named KEY CLR. 

6.11 SCHEMATIC SHEET #11 - 

BAUD RATE GENERATION 

This schematic comprises the counters and 
associated logic, required for the generation 
of transmit and received clocking functions 
for the UART, For a given BAUD-rate at the 
interface and to the terminal, the UART must 
be supplied with a clock-train 16 times the 
frequency of the I/O serial pulse-train. For 
the highest available BAUD-rate (19,200), 
this requires a UART clock-rate of 307.2 Khz. 
For the lowest (75 baud) rate, the UART must 
be supplied with a 1.2 Khz clock. To 
accomplish the required frequency division, 
three counters are provided (zones D1-D4) 
which use as their primary input, the DCl 
function from the dot-counter, which as a 
cyclic rate of 3.1104 Mhz. The three counters 
normally divide this signal, progressively by 
5, 16 and 16. Accordingly, the output from the 
third stage of the first counter (CLKl, zone 
D3) will represent a division by 5, and have a 
cyclic rate of 622.08 Khz; approximately 
double the required UART clock rate for 
19,200 baud. If the 19200 baud switch (zone 
B2) is closed, this signal (DOUBLE CLK) is 
routed to the Receive Clock (RECV CLK) Flip- 
flop, where it is divided by two, to provide a 
clock-rate of 311 Khz. This signal is 
approximately 1.2% higher than the ideal 
rate, but well within the accuracy 
requirements of contemporary communica- 


tions links. Unless the etch-link is cut, to 
enable split baud rates, the same signal 
selected for the Receive Clock, is also sent to 
the Transmit Clock (XMIT CLK) flip-flop, for 
division by two. 

Since most of the common baud-rates used 
with the ADM 3A are sub-multiples of 19200 
baud, they are derived by progressively 
dividing the 622 Khz signal by 256 in the two 
remaining counters. The only rates which 
cannot be derived in this manner are 1800 
baud and 110 baud. The former is generated 
by causing the first counter to divide by 6 
instead of 5, and the second to divide by 9 
rather than 16. The resultant division by 54 
will provide a signal at the fourth stage 
(CLK5) of the second counter, with a cyclic- 
rate of 57.6 Khz, which is exactly the required 
double-clock frequency. 

If a baud-rate of 110 is desired, the counters 
are forced to divide by 5, 16 and 11 for a 
combined division of 880. The resultant 
signal at the fourth stage (CLK9) of the final 
counter will have a cyclic rate of 3.534 Khz, 
which is 0.4% higher than the ideal double- 
clock frequency of 3.52 Khz. 

In the event split baud rates are desired, the 
etch-link shown at zone B1 must be cut, and a 
rotary baud-rate switch (zone A2) must be 
installed. Due to the nature of non-standard 
division-string, the split-baud rate features 
cannot be used when either 110 or 1800 baud 
are selected. 
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SECTION VII 
PARTS LIST 


Included in this section are lists of both the 
major components as provided by Lear 
Siegler and the general parts which are a part 
of the major components. 

7.1 ADM 3A REPLACEABLE PARTS 
INFORMATION 

Spare parts and renewal parts for the ADM 
3A are available from Lear Siegler Data 
Products Division. When ordering parts, 
include the following information. 

1. ADM 3A Serial Number 

2. Part Description 

3. LSI or Manufacturer's Part Number 

Routine parts orders may be mailed to: 

Lear Siegler, Inc. 

Data Products Customer Service 
714 North Brookhurst Street 
Anaheim, California 92803 

Emergency parts orders may be placed by 
telephoning: 

Data Products Customer Service 
Telephone (714) 774-1010 

or by teletype to: 

TELEX 65-5444 
TWX 910-591-1157 

7.2 MONITOR REPLACEMENT 
PARTS INFORMATION 

7.2.1 Ordering Parts 

Most parts contained in the monitor are 
available commercially from electronic parts 


outlets. When it is necessary to order spare or 
replacement parts from BBRC, Miratel 
Division, include the part description, part 
number, model and serial number data of the 
monitor as listed on the serial number plate 
and, if applicable, the schematic reference 
number listed in the parts list. Orders for 
these parts should be sent to: 

Ball Brothers Research Corporation 
Miratel Division 
1633 Terrace Drive 
Roseville, Minnesota 55113 

For rapid service: 

Telephone area (612) 633-1742 
or 

Teletype area 910-563-3552 

7.2.2 Returning Parts 

When the monitor requires service or repair in 
accordance with the enclosed warranty, 
return the unit or part to: 

Ball Brothers Research Corporation 
Miratel Division 
1633 Terrace Drive 
Roseville, Minnesota 55113 
Attn: Customer Service 
Telephone area (612) 633-1742 
Teletype area 910-563-3552 

Unnecessary delays may be avoided when 
parts are returned to Miratel Division using 
the following procedures: 

1. Package the unit or part in accordance 
with the method of shipment. Enclose a 
list of the material being returned and 
the reason for returning it. 
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2. Send the unit or part, transportation 
prepaid, to the address stipulated for 
returning parts. 

All equipment and parts described in the 
warranty will be replaced, provided Miratel's 
examination discloses that the defects are 
within the limits of the warranty. If damage 
of defects are not within the limits of the 
warranty, the customer will be notified of the 
extent of repairs required and the cost. The 
unit will be repaired and returned upon 
agreement. 
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AOM-3A ASSEMBLY PARTS UST 129450 


LSI Part Numbar 

Description 

129450 

ADM-3A Final Assembly 

128214 

Label, High Voltage 

128565-23 

Wire Assy, 15" Yellow 

129452-3 

Housing, Top ' 

129452-5 

Housing. Bottom 

129453-3 

Logo, AOM-3A 

129454-3 

Bracket, CRT Mount 

129455-3 

Cord. Power 115V AC 

129455-5 

Cord, Power 230VAC 

129456-3 

Nameplate (115V) 

129456-5 

Nameplate (230V) 

129457-3 

Legend, Switch 

129458-3 

Transformer, 115V 

129458-5 

Transformer. 230V 

129459-10 

Wire, 10.5" 

129459-23 

Wire. 23" Green 

129470-11 

Board Assy, AOM-3A 

129479-1 

Monitor, P4 Etch 

128481-11 

Cable, 18" 

129482-3 

Bracket, CRT Board Mount 

129483-3 

Clip. Retainer Bracket 

129484-3 

Screen ' 

129485-3 

Plate. Baffle 

129486-3 

Spacer 

129487-1 

Speaker 

129494-3 

Support, CRT 

804011 

Switch, TGC0411-TW-S 

807001 

O Ring, 214-060307-00-2303 

809015 

Connector, 03-09-1033 

809023 

Contact Amp 350418-1 

821001 

Screw, 10-32x7/16 Sems 

821002 

Screw. 10-32x3/4 Ph 

821402 

Screw, 4-40x3/1 6 Ph 

821403 

Screw, 4-20x5/16 Plastite 

822001 

Nut. 10-32 8041-NP Brass 

823001 

Washer 10 

824001 

Rivet. Pop AD66A8SLF 

830001 

Strain Relief, Heyco SR6N3-4 

830002 

Fastener, ABMM-AC 

830003 

Fastener, Cadle Panduit PLTIM-M 

835002 

Lug. RA873 

839014 

Sleeving, Shrink Fit 221x3/4 

840001 

Fuse, 313.80, 8 Amp Sloblo 

840002 

Holder, Fuse 342038L 

129459-9 

Wire, Ground 
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Monitor Parts List 


Symbol 

Description 

Mfg. 

Mfg. 

Part Number 

BBRC 

Part Number 


Capacitor, Fixed; /iF Unless Otherwise Stated 




Cl 

3300; 60V, Electrolytic 

BBRC 


1-012-2156 

C101 

0.01 ; 1000V, Ceramic Arc Gap 

CRL 

Type DG-63 

1-012-0112 

Cl 02 

0.01 ; 1000V, Ceramic Arc Gap 

CRL 

Type DG-63 

1-012-0112 

Cl 03 

0.01; 1000V, Ceramic Arc Gap 

CRL 

Type DG-63 

1-012-0112 

C104 

0.001 + 10%; 1000V, Ceramic Disc 

ERIE 

Type 801 

1-012-0540 

C105 

0.47 + 10%, 100V, Mylar 

PAK 

MF830 

1-012-1005 

C106 

0.47 + 10%; 100V, Mylar 

PAK 

MF830 

1-012-1005 

Cl 07 

500; 6V, Electrolytic 

BBRC 


1-012-2158 

C108 

100; 6V, Electrolytic 

BBRC 


1-012-2160 

C109 

0.022 + 10%, 400V, Mylar 

SPRA 

Type 225P 

1-012-0800 

Clio 

.1 + 10%; 200V, Mylar 

PAK 

MF580 

1-012-0870 

cm 

0.02 + 20%; 1000V, Ceramic Disc 

ERIE 

Type 841 

1-012-0780 

C112 

50; 50V, Electrolytic 

BBRC 


1-012-2157 

C113 

10 + 10%, 63V, Mylar 

BBRC 


1-012-1130 

C114 

200; 25V, Electrolytic 

BBRC 


1-012-2159 

C115 

50; 25V, Electrolytic 

BBRC 


1-012-2165 

C116 

20; 150V, Electrolytic 

BBRC 


1-012-1260 

C117 

6/if; 25V, Electrolytic 

SPRA 

TE1203 

1-012-2066 

C118 

820pf ^ 5%; 500V, Dipped Mica 

ARCO 

Type DM 

1-012-0482 

C119 

25; 50V, Electrolytic 

BBRC 


1-012-2193 

Cl 20 

.01 + 20%; 1000V; Ceramic Disc 

ERIE 

Type 81 1 

1-012-0740 

C201 

50; 50-V, Electrolytic 

BBRC 


1-012-2157 

C202 

0.01 20%; 1000V; Ceramic Disc 

ERIE 

Type 841 

1-012-0780 

C203 

50; 50V, Electrolytic 

BBRC j 


1-012-2157 

CR1 

VS 148, Bridge Rectifier 

VARO 

VS148 

1-021-0413 

CR2 

H510, High Voltage Rectifier 

VARO 

H510 

1 -021 -0424 

CR101 

1 N3605 

SYL 

1N3605 

1-021-0410 

CR102 

1 N3605 

SYL 

1 N3605 

1-021-0410 

CR103 

1 N4785 

RCA 

1 N4785 

1-021-0360 

CR104 

1 N3279 

Dl 

1N3279 

1-021-0380 

CR105 

1 N3279 

Dl 

1N3279 

1-021-0380 

CR106 

1 N3279 

Dl 

1 N3279 i 

1-021-0380 

CR107 

1N3279 

Dl 

1 N3279 ' 

1-021-0380 

CR108 

1 N3605 

SYL 

1 N3605 

1-021-0410 

F1 

Fuse. 0.6A-250V, V4 x IV4. Slo-Blo 

LF 

Type AGC 

1-028-0244 

or 

Fuse, 0.6A-250V, 9/32 x IV4. Slo-Blo (TV-B12) 

BUSS 

Type MDM 

1-028-0245 

F101 

Fuse. 2A-125V, Picofuse 

LF 

276002 

1-028-0247 

L1 

Vertical Choke 

BBRC 


6-003-0321 

L101 

Coil. Width 

BBRC 

1 

1-016-0303 


; TRANSISTOR 




Q1 

2N3055 

RCA 

2N3055 

1-015-1134 

Q101 

2N5830 

MOT 

2N5830 

1-015-1172 

Q102 

D13T1 

GE 

D13T1 

1-015-1157 


Resistor, Film; ’ 2W - 5% Unless Otherwise 




: ! 
i 

Stated 




R133 ! 

4,7K;UW 



70-16-0472 1 

R134 i 

Not Used 

j 

i 

j 

R135 i 

22K 


1 

1 

70-16-0223 1 


j 
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Monitor Parts List (continued) 


Symbol 

Description 

Mfg. 

Mtg. 

Part Number 

BBRC 

Part Number 

— 

R136 

22 K 



70-16-0223 

R137 

33K; 1W Composition 



1-001-2448 

R201 

1K 



1-011-2270 

R202 

IK 



1-011-2270 

R203 

10K 



1-011-2294 

R204 

0.68 + 10%; 2W. Wirewound 

IRC 

Type BHW 

1-011-2217 

R205 

1.5K 



1-011-2274 

R206 

470 



1-011-2262 

R207 

470 



1-011-2262 

R208 

Var; 500 + 20%; 1/5W, Composition 

CTS 

Type 201 

1-011-5604 

R209 

470 



1-011-2262 


TRANSFORMER 




T1 

Power 

BBRC 


1-017-5390 

T2 

High Voltage (TV-12C, TV-12, & TV-E12) 

BBRC 


6-003-0320 

or 

High Voltage (TV-B12, TV-TC12, & TV-C12) 

BBRC 


6-003-0325 

or 

High Voltage (TV-T12) 

BBRC 


6-003-0326 

or 

High Voltage (TV-D 12) 

BBRC 


6-003-0333 

T101 

Horizontal Driver 

BBRC 


1-017-5338 

VR101 

1N758 

T1 

1N758 

1-021-0180 

VR102 

VR56 

ST 

VR56 

1-021-0420 


MISCELLANEOUS 





Socket, CRT (TV12) 

BBRC 


1-022-0427 


Fuseholder, Extractor Post, Fuse Size; ’4x1% 

LF 

342012 

1-028-0210 


Fuseholder, Extractor Post. Fuse Size; 9/32x1 '4 





(TV-B12 Only) 

BUSS 

Type HCM 

1-028-0246 


Low Voltage Circuit Board Assembly 

BBRC 


6-003-0459 


Main Chassis Circuit Board Assembly 

BBRC 


6-003-0500 


Main Chassis Circuit Board Assembly (TV-T12) 

BBRC 


6-002-0476 


Main Chassis Circuit Board Assembly 





(TV-TC12) 

BBRC 


6-002-0502 


Main Chassis Circuit Board Assembly (TV-C12) 

BBRC 


6-002-0504 


Main Chassis Circuit Board Assembly (TV12, 





Tektronics) 

BBRC 


6-002-0506 


Cable Assembly; 8 Inch 

BBRC 




Cable Assembly; 5 Inch 

BBRC 


6-004-0631 


Power Supply Module (TV-12, 120VAC) 

BBRC 


6-003-0371 


Power Supply Module (TV-12, 220VAC) 

BBRC 


6-003-0372 


Power Supply Module (TV-B12. 120VAC) 

BBRC 


6-003-0368 


Power Supply Module (TV-B12, 220VAC) 

BBRC 


6-002-0370 


Deflection Coil Assembly 

BBRC 


6-004-0314 


Deflection Coil Assembly (TV-B12) 

BBRC 


6-004-0321 

V1 

CRT, 12 Inch, P4 Phosphor 

BBRC 


1-014-0737 


Power Cable Assembly. 120VAC 

BBRC 


6-003-0645 


Power Cable Assembly, 200VAC 

BBRC 


6-003-0652 
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LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


Monitor Vendor Codes and Locations 


Code 

Manufacturer 

Location 

BBRC 

Ball Brothers Research Corporation, Miratel Division 

Roseville, Minnesota 

BUSS 

Bussman Manufacturing 

St. Louis, Missouri 

CRL 

Centralab 

Milwaukee, Wisconsin 

CTS 

CTS Corporation 

Elkhart, Indiana 

Dl 

Diode, Inc. 

Chatsworth, California 

ERIE 

Erie Technological Products, Inc* 

Erie, Pennsylvania 

GE 

General Electric 

Syracuse, New York 

IRC 

IRC Corporation 

Philadelphia, Pennsylvania 

LF 

Littelfuse Company, Inc. 

Des Plaines, Illinois 

MALL 

P. R. Mallory Company, Inc. 

Indianapolis, Indiana 

MOT 

Motorola Semiconductor Products 

Phoenix, Arizona 

NPC 

Neucleonics Products 

Los Angeles, California 

PAK 

Paktron { 

Alexandria, Virginia 

RCA 

RCA Semiconductor Division 

Harrison, New Jersey 

SPRA 

Sarkes Tarzian, Inc. 

Bloomington, Indiana 

SYL 

Sylvania Electric Products 

Seneca Falls, New York 

Tl 

Texas Instrument 

Dallas, Texas 

VARO 

Varo Corporation 

Garland. Texas 


P.C. Board Assembly, Answer Back 


Ref. 

Des. 

Description 

LSI Part No. 

Mfg. Part No. 
MIL Type Des. 

Mfg. 

Code 

Qty. 
01 011 

Note 

1 

P C. Board Assy., Answer Back 

129489-01 





2 

I/C 

128348-02 



1 


3 

I/C 

128348-74 



1 


4 

I/C 

128348-93 



1 


5 

I/C 

128348-113 



2 


6 

I/C 

128348-157 



4 1 


7 

Capacitor .1 ^£F | 

129329-104 



2 


8 

Capacitor 10 mF 

129469-106 



2 


9 

P.W. Board 

129489-05 



1 


10 

Prom, 82S23 Type 

129493 1 



1 


11 I 

Socket, 16 Pin 


CA-16S-10SD 

Circuit Assy. 

3 


LiJ 

Socket, 18 Pin 


CA18S-10SD 

Circuit Assy. 

2 
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A0M-3A P.C. BOARD ASSEMBLY 


LSI Part Number 

Description 

128348-1 

1C 

128348- 123 A 

1C 

128348-1488 

1C 

128348-1489 

1C 

128348-154 

1C 

128348-1602 

1C 

128348-166 

1C 

128348-25 

1C 

: 128348-2513 

1C 

128348-4102 

1C 

128348-78M12 

1C 

128348-7805 

1C 

128348-7815 

1C 

128348-79M12 

1C 

128518-101 

Cap, DM 15-101 

128518-225 

Cap 2.2 uF 

128518-334 

Cap .33 uF 

128533-101 

Resistor 

128533-102 

Resistor 

128533-103 

Resistor 

128533-183 

Resistor 

128533-201 

Resistor 

128533-241 

Resistor 

128533-271 

Resistor 

128533-393 

Resistor 

128533-471 

Resistor 

128533-473 

Resistor 

128533-7R5 

Resistor 

129329-104 

Cap 

129451-3 

Keyboard ADM-3A 

129467-0 

1C 

129467-10 

1C ' 

129467-11 

1C 

129467-112 

1C 

129467-113 

1C 

129467-125 

1C 

129467-13 

1C 

129467-151 

1C 

129467-157 

1C 

129467-161 

1C 

129467-175 

1C 

129467-193 

1C 

129467-195 

1C 

129467-2 

1C 

129467-20 

1C 

129467-27 

1C 




ADM-3A P.C. BOARD ASSEMBLY (ContinuKi) 


LSI Part Number 


129467-283 

129467-293 

129467-32 

129467-4 

129467-42 

129467-SI 

129467-74 

129467-8 

129467-85 

129467-86 

129468-108 

129468-189 

129468-506 

129469-106 

129469-306 

129469-358 

129470-5 

129472-510 

129473-5 

129474-3 

129474-9 

129476-241 

129476-472 

129476-512 

129478 

129496-3 

801006 

802002 

802003 

802006 

802008 

803001 

803002 

804006 

804007 

804012 

806001 

808001 

808002 

808003 

808004 

808006 

808007 

808008 

809001 

809002 


Description 

1C 

1C 

1C 

1C 

1C 

1C 

1C 

1C 

1C 

1C 

Capacitor 

Cap 

Cap 

Cap 

Cap 

Cap 

Board, PC 
Resistor 

4ackscrew, Rev. “A” 
Heatsink 
Heatsink 

Network, Resistor 
Network. Resistor 
Resistor, Network 
Connector 

Plate, Clocure, Rev. “A” 
Pot. BM5874 
Socket CA16S10SO 
Socket. CA-18S-10SD 
Socket, CA24S100 
Socket. CA40S10SO 
Resistor. PC5800 
Resistor, PCS802 
Switch. 435640-4 
Switch, 435640-1 
Switch, MSS1 0400-1 
Knob. iRQ-5000-1-Blk 
Rectifier, Bridge MDA970-1 
Rectifier, Bridge W005M 
Diode, 1N914 
Diode, 1N4001 
Diode, 1N5231B 
Diode, 1N5338B 
Rectifier, Bridge W02M 
Connector, 22-02-2041 
Connector, 22-02-2051 


'-8 






A0M-3A P.C. BOARD ASSEMBLY (Continued) 


LSI Part Number 

Description 

809007 

Connector. 09-18-5031 

809008 

Connector. 09-18-5051 

809009 

Connector. 09-18-5059 

809012 

Connector. 09-18-5121 

810001 

Transistor. 2N3904 

810003 

Transistor. 2N3906 

810005 

Transistor. 2N5986 

811003 

Crystal. 800A-10.8864MHz 

819001 

Isolator. Optical MCT-2 

820002 

Heatsink. 207-SB 

821404 

Screw. 4-40x3/8 Self-Tap PH 

821601 

Screw. 6x3/8 F504M 

822401 

Nut, 4 F557-7 

823401 

Washer, 4 MW 401 M 

823403 

Washer, 4 Ext. Tooth 

823601 

Washer, 6 MW-423M 

824010 

Rivet, R3479X1/4 

839001 

Insulator, Mylar, 43-77-2 

839003 

Insulator, 97405 or 4x1/32 

839012 

Insulator. 7717-5 

839013 

Tape, Mylar, 1/2x5/8x.003 

840003 

Fuse, 273001 1 amp 

840004 

Holder, Fuse 281005 
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QTY REQD 

LIST OF /MATERIALS OR PARTS LIST | 


FIND 

NO. 

PART OR 
IDENTIFYING NO. 

NOMENCLATURE OR 
DESCRIPTION 

AAATERIAL OR 
CODE IDENT 

SPECIFICATION 



2 


£’360303 -<? 

,£60X.03Z rP3 ACP, 




05-0^-/033 

PCPT 3C<r 

3600/7’-/ 

TltPAO^ -693 SC/C 


9 \3/3B9 -/ 


P/OC, P/AMk */o PAfP 


A/A /O /8/ly^(/&x3o)3iJC yv/P£ Sry^3 yo/S pyc 


/J/A // \£2j9A^&(7x3o) Y€L V\,/Ad^ OL S/YU /OJS P/O 


8/A /5 26A/S/& (/0X30)aAAt\m££, VL Sr//.£ /O/S Pt/C 



A 

A 



WIRE LIST 










































7-0601 d (7-64) 


WIRE LIST (Continued) 


TERMINATION INFORMATION 


CABLE NO. WIRE NO. FROM 

OR 1 I 

COLOR REF DES PIN REF OES PIN 


SIM 

S/ 

3 

S/ 

€*J0 



WIRE INFORMATION 


FIND NO./NOTES 


FROM END TO END 


CONN termination! CONN I TERMINATION I CABLE 


)UT- LGTH 












































































7-060ld (7-64) 


WIRE LIST (Continued) 
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7-0601 d (7-64) 


WIRE LIST (Continued) 
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APPENDIX A 



SYM SHEET 


REVISIONS 


DESCRIPTION 


APPROVED DATE 


RELEASE PER DCN \108 




3. UNIT NOT CSA APPROVED. 

2. UNIT NOT UL APPROVED. 

1. ANY CONFIGURATION THAT IS NOT LISTED IS CONSIDERED AS A SPECIAL. 
NOTES UNLESS OTHERV7ISE SPECIFIED ‘ 


RECORD OF REVISION STATUS 
OF EACH SHEET 



DRJ PERKINS 





PROJ 


REL 


ALL END ITEM 


NEXT ASSY APP’D 



LEAR SIEGLER, INC. 

aECTRONIC INSTRUMENTATION DIVISION. ANAHEIM. CALIF. 


PRODUCT CONFIGURATOR 
ADM 3A 


CODE IDENT NO SIZE 


98438 B I” PL 132500 


APPLICATION 


DO NOT SCALE DRAWING SCALE 


SHEET I OF 2 


STR 



































THE PRODUCT CODE CONFIGURATION FOR THE ADM- 3 A 


PRODUCT DESIGNATION - 
PRODUCT MODEL REV 




UNIT CONFIGURATION - 


(VOLTAGE, COLOR, MONITOR) 


a 6 & 


no 


m n2 


LOGIC BOARD 
(OPTIONS) 


Xg CODE 132504 UNIT CONFIGURATION DASH NO. SEE NOTE 


1 


115V-LT BLU/DK 

BLU-P4 

MONITOR 

(WHITE) 

-001 

2 

EUROPEAN 

230V-LT BLU/DK 

BLU-P4 

MONITOR 

(WHITE) 

-002 

3 

CSA 

115V-LT BLU/DK 

BLU-P4 

MONITOR 

(WHITE) 

-003 

4 


115V-TAN/BRN . 

. .-P4 

MONITOR 

(WHITE) 

-004 

5 

EUROPEAN 

230V-TAN/BRN . 

. .-P4 

MONITOR 

(WHITE) 

-005 

6 

CSA 

115V-TAN/BRN . 

. .-P4 

MONITOR 

(WHITE) 

-006 


7 

8 
9 


A 


115V-LT BLU/DK 

BLU-P4 MONITOR DIRECT ETCH 

(WHITE) 


-OOA 

2 

B 

EUROPEAN 

230V-LT BLU/DK 

BLU-P4 MONITOR DIRECT ETCH 

(WHITE) 


-OOB 


C 

CSA' 

115V-LT BLU/DK 

BLU-P4 MONITOR DIRECT ETCH 

(WHITE) 


-OOC 

3 

D 


115V-TAN/BRN . 

. ,-P4 MONITOR DIRECT ETCH 

(WHITE) 


-OOD 

2 

E 

EUROPEAN 

230V-TAN/BRN . 

. .-P4 MONITOR DIRECT ETCH 

(WHITER 


-OOE 


F 

CSA 

115V-TAN/BRN . 

. .-P4 MONITOR DIRECT ETCH 

(WHITE) 


~^00F 

3 

G 

- ‘ , 

115V-LT BLU/DK 

BLU-PCllO MONITOR DATA VU 

(GREEN) 


-OOG 

2 

H 

EUROPEAN 

230V^LT BLU/DK 

BLU-PCllO MONITOR DATA VU 

(GREEN) 


-OOH 


I 

CSA 

115V-LT BLU/DK 

BLU-PCllO- MONITOR DATA VU 

(GREEN) 


-001 

3 

J 


I15V-TAN/BRN . 

. ^-PCllO MONITOR DATA VU 

(GREEN) 


-OOJ 

2 

K 

EUROPEAN 

230V-TAN/BRN . 

. .-PCllO MONITOR DATA VU 

(GREEN) 


-OOK 

. 

L 

CSA 

115V-TAN/BRN . 

. . -PCllO MONITOR DATA VU 

X GREEN) 


-OOL 

3 


X^Xj CODE 132501 LOGIC BOARD 

00 STD BD -000 

01 STD BD LOWER CASE - SOCKETS & HEADERS -001 

02 STD BD - SOCKETS & HEADERS - EXTENSION PORT CURRENT LOOP -002 

03 STD BD LOWER CASE - SOCKETS & HEADERS - EXTENSION PORT CURRENT LOOP -003 

04 STD BD - SOCKETS & HEADERS -004 


CODE IDENT NO. 

98438 

SIZE 

B 

PL 132500 

REV 

A 

SHEET 2 



SYM 

SHEET 

A 


3 


C 


O 


£ 



REVISIONS 


DESCRIPTION 


INiC “TriC K) - 

IMC- 

1 K>C T 0 C^) 

QCrsj ^ZIZ. 

i “TETe. X>CM 


lO“7A, 


I - , 1 » 

?i>. Uifv.p. 

J.ir. «. 

e. -a-o-f,,! 

w. tC/£<-u'( 

u. iOO^CiT. -3 •2^-^^• 

’w. 

L. ^oocc: it- 5* . 


1. ANY CONFIGURATION THAT IS NOT LISTED IS CONSIDERED A SPECIAL. 
ENGINEERING MUST ASSIGN NUMBER, 

2. LSI PART NUMBER IS 131S51 - 
(FROM PRODUCT CODE ABOVE) 


RECORD OF REVISION STATUS 
OF EACH SHEET 



£nD ITE/^ 


NEXT ASSY 


APPLICATION 


DO NOT SCALE DRAWING 


^ LEAR SIEGLER, INC. 

ELECTRONIC INSTRUMENTATION DIVISION, ANAH0M. CAUF. 



CODEIDENTNO SIZE 

98438 B 


SCALE 



SHEET 1 OF 2 


DISTR 


















THE PRODUCT CODE CONFIGURATION FOR THE ADM-3A^ 


PRODUCT DESIGNATION 
PRODUCT MODEL REV * 


UNIT CONFIGURATION 
. (VOLTAGE, COLOR, 



A H hH h h ho hi ^12 



LOGIC BOARD 
(OPTIONSJ 


2 - EUROPEAN 230V - 

3 - . . .CSA IISV - 

4 - IISV - 

5 - EUROPEAN 230V - 

6 - . . .CSA 115V - 


LT BLU/DK BLU 
LT Bl.U/DK BLU 
LT BLU/OK BLU 
TAN/BRN . . . 
TAN/BRN . . . 
TAN/BRN . . , 


UNIT CONFIGURATION 

P4 MONITOR (WHITE) (ZENITH) 
P4 MONITOR (WHITE) (ZENITH) 
P4 MONITOR (WHITE) (ZENITH) 
P4 MONITOR (WHITE) (ZENITH) 
P4 MONITOR (WHITE) (ZENITH) 
P4 MONITOR (WHITE) (ZENITH) 


115V - LT BLU/DK BLU - PCllO MONITOR (GREEN) (BALL) 

EUROPEAN 230V - LT BLU/DK BLU - PCllO MONITOR (GREEN) (BALL) 
. . .CSA IISV - LT BLU/DK BLU - PCllO MONITOR (GRF.EN) (BALL) 
.... .IISV - TAN/BRN ... - PCllO MONITOR (GREEN) (BALL) 
EUROPEAN 230V - TAN/BRN ...» PCllO MONITOR (GREEN) (BALL) 
. . .CSA 115V - TAN/BRN ... - PCllO MONITOR (GREEN) (BALL) 


LOGIC BOARD 


0 (I «n 
0 1 STD BD - EXT CL 


CODEIDENTNO. SIZE 

REV 

n nL 131SS1 

98438 B 

E 

SHEET 2 of 2 | 















I 


CLK JTJIJIJTJT^^ LOOT clock"! PERIOD- 9 1 .8577NS, FREQ- 10.8864MHZ 

I r LJ I I L I DOT COUNTeTI 47. 643.004NS, FREQ- I *5552MH2 


CHARACTER POSITION COUNTER I »96. PERIOD- 6I,7284US. FREQ- 16.200KH2 


CHARACTERS BLANKING 

II CC0 jinjuifiiWLnjTJirijmnj^^ 

ii cci 

a: ^ 


HDRIVE 
NOTE: 

HDRIVE PULSE WIDTH- 25.08US 

HDRIVE STARTS ONE CHARACTER TINE AFTER LAST VIDEO 


LINE COUNTER I 410, PERIOD- 617.28US, FREQ- I620H2 \ 

Z. 3 4 5 6 7 8 9 0 I 2 3 4 5 8 7 8 ] 9 10 1 1 12 13 0 


ROW COUNTER I 

50HZ OPERATION <• 32.4, PERIOD- 20 MS~ ^ 

FREQ- 50HZ, — 

0 I 2 3 4 5 6 7 8 9 10 1 1 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 27 28 29i30l 31 


VBLANK ' 

WIOTT ^ 

60HZ OPERATION » 27, PERIOD- 16.667MS, FREQ- 60HZ 

0 t 2 3 4 5 6 7 8 9 10 I I (2 13 14 15 16 17 18 19 20 21 22 23 24 25 26 0 


VBLANK 

Voi^ive 


ADM3A+ TIMING DIAGRAM 














SCHEMATIC, TV9 AND 12 WITH POWER SUPPLY 





7. FOR PROPCR VALUE REFER TC 
PARTS LISTSECnOM U OF 
iMStRucTiOki manual, 

i, irOtti ICAO tU^fi^KAfc^f 
^i 06 -BLU€ and H£D Lf 40 S. 

H A/vO rEixOw lCadS 


NOTES: 

1. 

I. 

S. 

4. 

5. 

L. 


UNLESS OTIIt.HNtSL SH C im .U 

SEE SECTION 2.2 OF MTSUAL. 

-< <- DENOTES MOLEX PIN CONNLCTON. 

ALL NESISTOKS ARE 1/2 H • SI. 

ALL CAPACITORS ARE IN uF. 

□ liENUTES PRINTED CIRCUIT CAHU EUCE 
CONNECTOR. 

CH7 liUif BE aC2£0 AnO Pi*C MUST BE Infni-lZ 
ro 9IOJ1IF won SF^mcapd vertical cri x 

IS USED. VRlOa J£ A DuEC FOR OVERSCAN 1 14 
VCRTICAL CCNuITiCN 


MOLEX 

connector 


PiRST 

USCO 

OM 

Ipp' 


wersioh 

lni.uiil 


A/A to x) 

•Mtir 

1 Of 


^HtMAT\C 


r oM«wM«C Mn 

I n?4 -ry*^nq 


MV. I 

IH 


















70 h£AT 









• )•■ .i:.L‘t/ U-- 




=33- E;;^i-c;= 


’I'Sgfta ':p=3U^ 

. t /"~»CZ5«**i "*^ • I—,..,. ; A-..,, 

'3 3- 






I- ^5 ■ 


^1 m It 


;t.=ai- 

f-Piii 


-j ■•»«:■»■ Mv: f^‘'BL^5'--;'| 

— 5 -p^i ; .:ps- life; i'- , ,j 

fey{fe;±^i..^.j xl.zzilV‘ i 


^■ r5' R’' P 

r |=qj.N 




p^;,. p=rij,ppf. ^|.:Pf±Jj- p|5_^M!! 

iizJs- F-^ fcni ' 

fafT_.:iCZ=l^; L’ la -A 1 •’.!i3|-’ V- Ib 't. 

lpr"«i=i=3i . n= F^:- 

fefc feai'Swfis sSsEl 


E i*4C Dcm«e tB-XS 
' "p^ IMC 

‘ cT me pew 4= ~ 

’ H iwc OCW a»- 2374 
■ ^ HKotf DgA/*^4.SC> 

JL <>CAy«< z-7si,D~ 

L JAJCOeP OCAJ^ ■ZO’IA 
»^tP Ocjd* Z7 *=tC0 
lU IKJCoeP OCAI* ZC.4T7 

"F IMCORP TXIW 30B1 
T? IMa)RP DOJ 317*? 

S IMCOft» PCM 3X40 
T mco»» PCM &>ST 
U IMCOgP '&04 Bt^o 


Z7Sa \ 
<ESc: »-»•»< 

g»»» w 'n 

«rt\ ^ 

g-v-pi j[ 
*» ii.-»-ti jj 

s»» il-t-Si ji 



in c-ooi.-oox) 
§ f-ooa) 


NOTES: UNLESS OTHERWISE SPECIFIED 

L FOR SCHEMATIC REFER TO I3IS49 
2.F0R PRINTED WIRING BOARD REFER TO 131548 
@FOR HEATSINK MT6 INSTRUCTIONS REFER TO 131579 
< FOR OPTDNS REFER TO NEXT ASSY 132500 AND 

S ONRCURATHM 0W« I325II COOED ON PWB AS INOICATEO 
ELOW. 

^ LOWER CASE. 

ANSWER BACK. (ShD) 

^ NUMERIC KEY PAD. (SMD) . 

A display test. 

^ EXTENSION PORT CURRENT LOOP. 

A SPUT BAUD RATE. (SMD) 

*' ^72 COLUMN BEEP DEFEAT. (SMD) 


“001 (SEE NOTE 5) 
“002 (assy shown) 

"003 ”OTE 6) 


-TYPICAL ORIENTATION 


1 SPECIFIED 
DIM IN INCHES 
TOtERANCEX 


5. RE WORK. INSTRUCTIONS TOR PWB I3I548-002 
(131547-001 ASSY X 

L CUT PIN 4 ON U50(74LSI6|)aT SEATMG PLANE. 

Z JUMPER U50,PIN4 TO PINS WITH BARE 26 AWG 
WIRE ON COMPONENT SIDE. 

5. CUT ETCH ACROSS CRIO (REAR SIDE). 

4. JUMPER FROM ANODE OF CR9 TO CATHODE OF CRIO. 

6. -003 ASSY TO BE THE SAME AS-002 EXCEPT FOR ITEMS 

8 THRU 12. 


FOR PARTS SEE P/L 131547 

tSC lcONTWNO "T tZr [D 

IdBS I 151 .2tl 


002 I 32 SOI 1DLI294 
dash NE<TAS3Y I w-bZSC 
^ APPllCATlON 

rtorwicTAK 
IlCrrT At MAT tc 0 THlAW( 5 f Ail 
0 AA«INCt AND tnCIfifATlO^S AfM 
me Ati ttsuiD m tiAicf co' 
RI^HOOUCCO COftfO. otuscorci 


iUTNOAIZIO 0T CORtTMCT THfSC 
ni THf PROff ATT or If AA SlfCU If 
aSFiOfRiCC AflO SHAU flOt W 
:A THC MANUfACrUAI OA tAU Of 
H ffAMISSlOH 


ICONTRNO 1 

IdR S 


lcHKV-(4*e 


—2 

ENGR. I. 

..i •_•>« 

PRO! ^ I’v: — 

''V- 

«Fl 


APPO 


APPO 



PC BOARD ASSEMBLY 
ADM 3 A 


SITE YscM NO 

D 98438 

SCAU I / I 


DWG NO 

131547 






REVISIONS 


LTR SHEET 









DESCRIPTION 


>E: p£R OC-Kl J5II 



7.^.^ 

. io-2-#-so 

mO^F DO/*/SSS 


/NCORP 

DCN ^ /835 


1 M C(^K_P 

Cic K\ ^ 'E.30'7 

ETD / 

lU OO 


vJltC) 

lK\COt?.P 

bCKiJiir 

0-E“JD B-6-^ ^ 

1 Nl COR.P 

X>C-fs ±4==^ '2.3'2-^ 


1 

DcK 

JEL S-G-31 

. 


^2/3'S/ i 

MCOSP 0CAJ^F.1S[, D-27^ 

^^S^\5'8l \ 

/L/coep oc/J^ z.c^iA 


/UCOPP 

DC/O ^ 2.1 


/NCC>^P 
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) XX4 — MTs 


Rome (304 
484) 


’ — ESC (6B4) 
($18) 


— VT (384) 
(108) 


— DEL (8C4) 
(|7F) 


— CR (4B4) 
($ 00 ) 


— LF (3CI) 
(IIA) 


— BKSP (4C3) 
(108) 


BEL (702. 
, ($07) 7C2, 

^ I2A4) 

- — UNLOCK 
(I3C2) 

^ (S0=$0E) 

— — LOCK 
(I3C2) 

^ (SI«|0F) 

CLRSCRN 

(804) 

^SUB-flA) 


— ENQ (IIA4) 
($05) 

FF (404) 
($0C) 


(7C4) cTEaR2 


f SCM NO 

G0438 








SHT ZONE LTR 



REVISIONS 

DESCRIPTION 


DATE APPROVED 


(6A3) HIGH+ 


A ID Q 
B(DM74I23_ 
CL ONLY) Q 


TsTIntz 

^0.iS£C 


6D 

3rv. 4 CLEAR 2 


J4 

kOBKEN faT] 


(6BI) BEL 
(2D3) CC60A 
(4AI) OVRFLO 


READ (5A3.eC2,9B2, 10B 1 , 1202. 1203.1104) 


REAO (403.IIC4.II04) 



(2AI) • 


LS04 3D 

9 rv 


(2BI) RC0 — - 

CL^ARI (6A2.7A2, 

7C2.Sa4. (2A3) 60EN 

^ MD2) 

CL£AR2 (6A3. (2BI) RC2 

703,603. 

8C3) 

CLFaRI (2B3.3C4.6A4.93I.I2B2.I2C2. 

I2C4, 1204. HBI. 1404) 


(2A3) RC24/3I 


— CCIaR4 (2B2.2C2.2C4, 

2C4.2D2.48I. 
I3CI. I5A4.I0B3) 

CLEAR (1004.1002. 

I2A3.13B4) 

CLEAR (I8C3) 

(USED ON ANSWER BACK OPT.) 


(2C2) CC7 
(2C2) CC4 
(263) CCS 


47C4) CLEAR) 


(2C2) CC7 


GATED BEL (380 


VERTICAL DRIVE 



lifeoVg--: 

1 

(6A3) HI6H4 1 




78 A 


VDRV 12 
II 


LS74 * 

r5- 


rTTvJJ 


T\ 

1 

LU 


VdrIvE 


n^6 

1 

- 1 

m 



L!J 


LS08 

I HORIZONTAL DRIVE I 


(2AI) RCI 
(2BI) RC2 
(2BI) RC3 
(2BI) RC4 


(3B2) CRI 
(3B2) CR2 
(392) CR3 
(3B2) CR4 


(3B2) 
(2B1) RC0 


— H__>LOrtCC 


(4B2) iC4 

(4A2) lies 

(4A1) WC6 


(2C2) CC4 — - 
(2C2) CC5 — 
(2C2) CC6 — - 
(2C2) CC7 


(4CI) WC0 
(4CI) W’Cl 
(4CI) WC2 
(4CI) WC3 


(2C3) CC0 
(2C3) CCI 
(2C3) CC2 
(2B3) CC3 


(8C3) START 


[ CURSOR POSIT ION I 
DETECTOR I 


A0 


Al 

I5E 

A2 

LS65 

A3 


A>B 

A>8 

A=B 

A=B 

A<B 

A<8 

B0 


81 


82 


83 



(202) DC 3 
(7C4) CLEAR] 


T 



ilA 

- n ^ o 

5 

12 

D^Q 

0 Q 




160 


II 

160 

>C 


C 

LS74 

^ 


LS74 




R^ 

Vi 



<'|3 


CURSOR 

(9A2) 


fROrRlEIARV ICCENP 

IXCIff AS MAY BE OTMf'wlSE AUi» 0?i:«0 BY CONTA»CT. TI*:5E 
bi<Av/ihGS A\*> : a , •.$ # f i‘ * e UAiSi«c.iiR 

inn. A '» r. *. if ( smu *,0? m 

rf.nn > c . i t • * • - » aciuj:e oa sale Ot 

II. I AiTA AK*5 i. MilC.i ^ 


SIZE 

FSCf/ NO 

DWG NO 

LTR 

C 

93433 

131562 

, C 

:oiE 

NONE 

1 SHEET 

7 opl6 






/I 7609- I 




SHT IzONEIlIrT 


revisions 


OESCRIFTION 


+6V 


I DATE I APPROVED I 




IffOFiUfTARYiruChO 

nCIfT AS 1:AV PF OTHr-.iVISF AUJHC.YIFFf> ev CCNf»ACT. THfSC 
Cf'AVY:N";$ Ar 0 : i *«s * =f i' c.-r^TrcFUAisiFfi.'i 

r.c Ar I i^Afo .1 ‘T . I f #*.o s»i*u f.ji i** 

F c - r I - ; ok saii &r 

A.^pi ;rt i H.iivijr • Ft •'sls.v.i 

. 


Isize 

c 

F3CM NO 

SS 433 


ITR 

C 









REFRESH MEMORY 


SHT ZONE LTR 


REVISIONS 

OESCRiPriON 


DATE APPROVED 


MA0 

MAI 

MA2 

MA3 

MA4 

MAS 

MA6 

MAT 

MAS 

MA3 

CHlPENA 

WRITPLS 


A0 


Al 

A2 

A3 

1/04 

A4 

1/03 

AS 

13J 

A6 

2114 

AT 

A8 

A9 

1/02 

CS 

WE 

I/OI 


0107 (983, 
602. 
902) 

OlOe (9A3, 
902, 
902) 

D105 (9A3, 
902, 
902) 


(6A2) MA0 

(6A2) MAI 

(6A2) MA2 

(6A2) MA3 

i6BI) MA4 

(68 1 ) MAS 

(581) MA6 

(SAD MAT 

(SCI) MA8 

(SCI) MA9 

(601) tHlf'tNB 


A0 


1 

A2 

A3 

1/04 

A4 

1/03 

A5 

I2J 

A6 

2114 

AT 

A8 

A9 

1/02 

CS 

w 

, 1/01 


Dior (903) 


(903) Dior 


0106 (903) (903) 0106 


(903) 0105 


0105 (903) 


04 04 

64 

01 I3K 0]^ 
LSI75QI 

02 02 
02 

03 03 

6f 


CBUF7 (982.1202) 
CBUF6 (982,1202) 
C8UF5 (9.82,1202) 


MA0 

MAI 

MA2 

MA3 

MA4 

MA6 

MA6 

MAT 

MAS 

MA9 

CHiraJA 

1/RITPLS 


(7C4) ClEART 


(6A3) H1GH4 


(802) ERASEF 
(683) 0ATA6 

(603) 0ATA5 
S4 

(JI6) 


-i- FILL SWT 
" OPEf,=FlLL 
CLOSED=HOHM 


A0 


Al 

1/04 

A2 


A3 


A4 

1/03 

AS 

I4J 

A6 

2114 

AT 

1/02 

A8 


A9 


CS 

1/01 

WE 



DI04 (982, 
9C2, 
9C2) 

0103 (982, 
9C2, 
9C2) 

0102 (9A2, 
9C2, 
9C2) 

0101 (9A2, 
9C2, 
9C2) 


(6C3) DATA7 



IS32 

LS86 
— +5Y 


(5A2) MA0 

(5A2) MAI 

(6A2) MA2 — 

(5A2) MA3 

(681) MA4 

(681) MAS 

(681) MA6 

(6AI) MA7 

(SCI) MAS 

(SCI) M^ 

(SOI) CH1PEN3 


(683) DATA4 

hjrm 


A0 

Al 

1/04 

A2 

A3 


A4 

1/03 

AS 

I5J 

A6 

2114 

AT 

1/02 

A8 

A9 


CS 

I/OI 

IT 



0104 (9C3) 


0103 (9C3) 


0102 (9C3) 


0101 (9C3) 



REFRESH MEMORY 
DATA BUSS 


(202) 0C3 
(9C3) 0104 


(9C3) 0103 


(9C3) 0102 


(9C3) 0101 


(2CI) tCCLK - 
(2A3) RC24/3I 
(T02) READ — 
45V - 


CBUF4 (982.1203) 

^01 Ql |-| — CBUF3 (982.1203) 

LSITSQT 

— 02 Q2 — C8UF2 (982,1203) 

Q? — — 

— 03 Q3 -|y-CBUFI (982,1203) 

03 

2 tS2T , crtflj 

I 7>Vf,l2 VBLANK \0, ^ p 

— irp > 

~r?rigj. , — 

VPP YCC Ifcco 


(282) LC0 — 
(282) LCI — 
(282) LC2 — 
(2A2) LC3 — 
(9CI) C0UF1 
(SCI) CBUF2 
(SCI) CBUF3 
(9CI) CBUF4 
(901) COUPS 
(901) C6UF6 
(901) C8UF7 


A0’" 

Al 0 

A2 0 

A3 0 

A4 0 

A6 0 

AT 0 

A8 0 

A9 
AI0 

PD/PROC 

CS 

|2986T-^ 



(202) DC3 

(203) CLK 
(TC4) CLIaR3 


0^ 

2N3904 


(9CI)_VrOEO 
(TAD CURSOR 


rF.OrnlETA<lf LICfND 

EXCfPI *$ MAX BE OTHl*c.»'tSf A’.lli;*.; '.::f 0 or COillMCl. IMlSt 
|)?A »VD r ii'f : • * « *; > a i r ‘ ^ " 

IN' A .1 li 'T t ‘‘.i*!; A’lJ fHAll fiDf I'v 

J U' (’ iCfURl OP SAlt OF 

ItlE A.'J li AUli i.r.rtf: f£..M:£3nM 




8 

c. 

P I4K 

P 166 

0 

H 

S/L 

CK INHB 
>CK 
CL 


VIDEO SERIALIZER 
a VIDEO DRIVER 


MONITOR VIDEO 


SIZE 

c 

. fSCMNO 

£C43a 

one NO 

131562. 

LIR 

c 

sc Ml 

E 

ISMcET 9 of 18 1 









IFB 4 ) CLEAR 


IIIA 3 I KBCLK 


m 6J1- 

Gl 62 


SHT ZONE LTR 


REVISIONS 


OESCRIPIION 


DATE APPROVED 


-^^B QA Q3 QC QO | 

I 9 I 5 M Te 


KCI ( 1203 ) 


I 23 I 22 I 2 M 20 
A a C 0 


KC2 (12031 
KC3 (1203) 
KC4 (1203) 


( 7 B 4 ) CLEAR 


( 1003 ) KC 4 


-B QA QB QC QD | 
l « |5 I 4 [0 


fti;>34567e6l(riL 1 2 13 14 tS | 

I! li I 11 II li II II II hi II II II I II II i i ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ 


>R42A 

?5,IK 

2 I 

+5V 

I I 

>R42C 

?5.IK 

4 I 

45V 
I f 

} R42B 
f 5.IK 

3 I 

45V 

I \ 

>R420 

?5.IK 

5 I 

45V 

1 \ 

>R43A 
75. IK 

2 L 

iSV 

I f 

>R42E 

J5.IK 

6 I 

^5V 

*[ 

>R43B 

-I5V 

I f 

fs.lK 

4 


S S SSSSSSSSS SS SS 




0000000|E0BBE1[“]0E 




0 0 0 ] 01 

li, -6. “6, -Z>, “6, 

_si _si _2_ 


000 0 ii[ll[p El 00 

Si S li oI oI oI oi llji 3L 3!] 


fT| ®] > ? 

IJ id iJ iZ 


I Si SI 


mm 

X«L?LsL 


EoU 12 I 


COLf 13 I 


cmlg 14 


Jiimu 

A B cl 


KC 5 (l)B 3 ) 

KC 6 (IIC 4 . 

IIC 3 ) 
KC 7 (IIC 4 , 
I ICS) 


■ kETDAfA 



keydoaro 


rRorriEiAiiMicinD 


r;: / : k ■ i, >■. •.i t V® ‘-I ^ 


¥liF fcr.llUN >« i;.ON 


I-? »CK»SC fH -iAll Cf 



hEET lOofIft 
























/I76I3 





I6A2) BoTf 


IIK 


Inters it 6 B 2 ) 


niC2) KC7A 
1909) CBUF7 
IIIC2) KC6A 
C90I) CBUF6 
(IIB2) KC5A 
(901) C8UF5 


2 

3 

5 

lA 

IB 

4 

6 

II 

28 

"LSI6T 

7 

10 

14 

OA TZ 

3B 

9 

iH 

4K Y3 

4B 

S U 

G 

12 




= = 


X0ATAP(I3B4) 
X0ATA6 (I3B4) 
X0ATA5 (I3B4) 

-Torm 


C4B 

I00PF 


B 



(203) CC80A 
(6BI) BEL 


(6CI) CLR8EL — ' 


LS02 


A 


AUTO REPEAT 


r;;OPitifTARv ircc/<o 

EFCfff AS AUT ft AUIii'?*!.'!') PT CPNfKACT. lHfS£ 

Ci» AViirjrs A\0 SflC fiC.-’ '*.5 T» £ f • rAE^IV OF ICA^ SiCr.UR 
If.'.. #u ir.j'jio Ti V - •: ,i aij s»;\u noi 1£ 

t.if ! J C? H • V. »... .Tf : ' ‘ tM;#ACIOA£Oi»SAll Oi 

TllC Hcs Hill, j; .■ .IT.CN ft ■:i 5 >! 0 :£ 




SIZE 

C 

rsCM uo 

CG430 

DWG NO 

131562 

iia 

c 


|SHi*r |2 «Flfl| I 

















I7C4I tCfARl 

<2021 DC I 

NOTEl 3110.4 KHZ 
194.4 KBAUD 
HOT 60% O.C. 


(I4A3) l800eS 
C3C3) H1CH3 


45 HORMAL 46^l80g9AUD 


CI4B3) I800EN 


A 


QA 

3 

It 

QB 

C 

QC 

0 '-S'6' 

QO 

ID 

CRY 

ENP 



ENT 




* IK 




9 

LS04 


»i6 NORMAL 49/wi8003AUD 


CL 

>CK 




? 21 


" LSISOX 

u 

LD 

ENP 

ENT 

CRY 

IK 



II 

tSjT4 


REVISIONS 


I SHT iZOMEiLTR | DESCRIPTION 

4t6 NORMAL 4nA^H0BAUD 


C3C3) H1GH3 — 
CLK6 (HB3) X”! 
(MC3) lora 


CL 

>CK 

14 

A QA 

13 


12 

c oc 

II 


15 

LO CRY 

ENP 

ENT 



CII0 (I4C3) 


CLK9 (I4B3) 


1 

CLK9 12^*1 76 


,13 6 


(HCn CII0 


IK 


10 


10 I IJ^ LDI10 CI4C2) 

LS00 


(I4B3) CLK9 nTTbS- 


(I4D2) CLK5 


IK 

JcOi 

LS04 

<H04I 


I600EN (I4D3) 


S6“4 

CLK T.-g^^ 

CLK6 


S6-6 

_CLK6 


CUC3 

CLKI 


cLEAfTJ 

C7C4) 


-^D^ai 


OUBLCLK 3 


C3C3) H1GH3 


BAUOCLK 

(6A4, 

1502) 


BAUD RATE GENERATION 


r»iO«ICTAH» UCCNO 

CRO.INOS^N-^SffCiUC.? - 5 * : I» ? r- 

INC A-E •*« j* 'I ^ AM) it'f.li tut I'r 

KiPiioV V«*J c. :,:n < * • .. • . ,i.= *ciu=.t or. sau o» 


SI7E FSCM NO 

C CC438 

ic.-iE 


131562 |( 

TsT.-d 14 »* 













CR6 

MOA970 


C3 + 

18000 d 

16V 


VR4 

45VREC 

7805C 

— TT - 


VR5 

+6VRE6 

7805C 

~ TT “ 


C8.I6, 

- I8.22. U. 

^24 'T 

0.1 

(TYP 6 PLCSI 


C26,28, + 

0.1 

I TYP 5 PLCS) 


+6V0C 

A 

(1C ROWS 
A.B.C a D) 


1 POWER SUPPLY 

— 

.33 

~ +5VREG 
7805C 

1 1 C30.36, + 1 

1 

60V 

1 3 

i 38-42 i 


0.1 r 

'(TYP 7 PLCS) 


► 46V0C 

G44. B 

lie ROWS 
a H) 

-^(TYP 2 PLCS) 


I (1C ROWS 
. J,K a L) 
“^(TYP 2 PLCS) 



CRT 

4 C9 

4 

CM 

W02U 

X I00W 

-J- 

.33 

35V 


60V 


4 CI0 4 

Cli 



X 1000 -1 

~ 2.2 



T 35V " 

35V 



VR2 

+ I2VREO 
7eMI 2C 


VR3 

-I2YREG 

79MI2C 


|20.6VAC^ 


CRI 

MDA970 


Q3 

2NS986 


CHASSIS 

CKO 


secondary power 
(LOCATED ON LOGIC BOARD) 


VRI 

+ I6VREG 
78 ISC 

IT - 


« LOGIC 
GND 



TO MONITOR 


^NOTEI LOGIC G.MO AND CHASSIS GND ARE 
TIED ONLY ONE PLACE ON THE P.C.B. 


r^??KinAfir iiuCNO 

SIZE FSCM NO 

DiVG NO 

HR 

rjrCffT AS »uv Df A'jrii; BY CONTRACT THCSl 

o\AM;Nr,s A. ^ > -TTf^rvof hats MitT 

r.c. A*i r.i .-o II i r : :i. .'•*o shmi r.ji i: 

i** 2 >Crv”Ni 'IS /*• 1 *. f. .* • .tlTAi'Yll»fC 7 .P C At W A A 

C S 3438 

131562 

c 

Utl /'F<*MilS < ill :;‘J( ...ili N ?:• •• Siit.N 

v-ALt n. ME 

IsHier 

i 6 oFia 









I 


/1 7990 


3 


I CONN PIN ASSIG\M£KTSl 


Ji POWER INPUT 


PIN 

NO. 

FUNCTION 

SHEET 

1 

20. 5 VAC 

16B4 

2 

20.5YAC 

1604 

3 

CHASSIS GND 

I6A4 

4 

GND 

I6A4 

5 

GND 

I6A4 


J2 MONITOR 


PIN 

NO. 

FUNCTION 

SHEET 

1 

(KEYPIN) 


2 



3 



4 

VIDEO 

9AI 

5 

CHASSIS GND 

1602 

6 

VERT GND 

I6A2 

7 

GND 

I6B2 

8 

H DRIVE 

782 

9 

V DRIVE 

7CI 

10 

MORIZ GND 

I6A2 

M 

+ I5V 

I6B2 

12 




J3 EXTEN RS232 


PIN 

NO. 

FUNCTION 

SHEET 

1 

FRAME GND 


2 

EX BA 

I3A4 

3 

EX BB 

6D3 

4 

EX CA 

ISA2 

6 

EX CB 

I5D2 

6 

CC 

I5B3 

7 

ONO 


8 

EX CF 

I5B3 

9 

K* 


10 

-I2V»^ 


II 

EX SA 

I5B3 

12 

EX SB 

I5A3 

13 

KR 


14 

K* 


15 



16 

♦f»f 


17 

+ I2V** 


18 



19 

♦rt( 


20 

EX CD 

1533 

21 



22 

LOT USED 


23 

NOT USED 


2A 

EXT CL 


25 

EXT CL OJT*^ 




iVFi’rlM CP T : 0.\ A;, i X T £NS iOtl POR T 

socKLi Installed in cc:;?. 


J4 UODEM RS 232 0 
CURRENT LOOP 


PIN 

NO. 

FUNCTION 

SHEET 

1 

FRAME GND 


2 

BA 

I3AI 

3 

BB 

6D4 

4 

CA 

I5AI 

5 

CB 

1504 

6 

CC 

I5B4 

7 

GND 


8 

CF 

I5B4 

9 

THT 


10 

NOT USED 


II 

SA 

I5BI 

12 

SB 

I5A4 

13 



14 

IBM 


15 



16 



17 

CL OUT 

I3BI 

18 



19 



20 

CD 

I5BI 

21 

AHT 


22 

READ BACK Erl 

7D2 

23 

CL INPUT 

I3D4 

24 

CL OUT 

I3AI 

25 

CL INPUT 

1304 


J5 POUTER INPUT 


PIN 

NO. 

FUNCTION 

SHEET 

1 

9.4VAC 

I6D3 

2 

9. 4 VAC 

I6D3 

3 

31 VAC 

I6B3 

4 

GND 

I6B3 

5 

31 VAC 

I6B3 


J6 SPEAKER 


PIN 

NO. 

FUNCTION 

SHEET 

2 

3 

NOT USED 

SPEAKER 

SPEAKER 

I2A3 

12A3 


CURRENT LOOP INSTALLED 
lEClCR 


2 


1 


SHT |zone|ltr I 


REVISIONS 

0 ESCRlPTI 0 t 4 


I SWITCH ASSIG.N.VENTsT 


I DATE I APPROVED 


SI 


SEC- 

TION 

FUNCTION 

SHEET 

1 

HDX/FDX 

6D4 

2 

50/60H2 

2A3 

3 

DIS CLR SCRN 

8D4 

4 

DIS LOCK 

I3B2 

6 

RS232/CL 

I3C3 


S6 


SEC- 

TION 

FUNCTION 

SHEET 

1 

75 

I4C2 

2 

110 

I4B4 

3 

150 

MB2 

4 

300 

I4B2 

6 

600 

MB2 

6 

1200 

MB2 

1 


S2 


(7D2) READ 
mC2) KC7A 
(9DI) CBUF7 
{I2DDXDATA7 
(IIC2) KC6A 
(9DI) CBUP6 
(|2DI)XDATA6 

^GND 

(IIA3) IoENT 




SEC- 

TION 

FUNCTION 

SHEET 


1 

EOT 

16C4 


2 

ETX 

I5C4 


3 

CODE 

16B4 


4 

202 

I5B2 

(1 ICI ) 

6 

103 

I5AI 

(I2CI) 

6 

LOCAL 

I5A2 

(1 IB2) 

7 

AUTO NEW LINE 

4C4 


S3 




FUNCTION 

SHEET 

1 ANSWER BACK OPT 2^ 


DEFEAT 72 
CLO BEEP 

I2B4 


L6 


(2C3) WRCLK 
*"(7D2)” READ 
(I0D3) KC3 
(9CI) CBUi^3 
(I2D2)XDATA3 
(I0D3) KC2 
(9CI) CBUF2 
(I2D2)XDATA2 
GND 


PJL - 19 P 

O 1 

16 O 

O 2 

15 O 

O 3 

14 O 

O 4 

13 O 

0 5 

12 Q 

O 6 

II o 

O 7 

10 o 

P 8 

9 O 


clear. . 

.<1011 

i5VOLTS 


GND 


KC4 

(I0D3) 

CBU4 

(9CI) 

XDATA4 

(I2C2) 

KCI 

(1004) 

CBUFI 

(9CI ) 

XOATAI 

(I2C2) 


$4 



FUNCTION 

SHEET 


FILL SW 

9A4 


S6 


SEC- 

TION 

FUNCTION 

SHEET 

1 

BIT 8 CONTROL 

1334 

2 

PARITY INHBIT 

138^ 

3 

ODD PARITY EN 

I3CH 

4 

WORD LENGTH 

I3CH 

5 

STOP BIT 

I3C4 


S7 


SEC- 

TION 

FUNCTION 

SHEET 

1 

1800 

I4B4 

2 

2400 

I4B2 

3 

4800 

HB2 

4 

9600 

MB2 

5 

19200 

MA2 


r!!: 3 r»;lCTAAVlICfN 0 


licipf AS MAt BC ornrr visi Auir 
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CONTAINS INDIVIDUAL KEYCAP PART NUMBERS AND THEIR ASSIGNED STATION NUMBERS 
ON THE KEYBOARD. 


STA NO. 

131553 

STA NO. 

131553 

1.2 

131663-2 

43 

131664-135 

1.4 

131665-4 

44 
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NOTE: 1. FOR REPLACEMENT PARTS REFER TO 

PART NUMBERS FOR INDIVIDUAL 
KEYCAPS SHOWN. 


DRAWING NO. 131553 
(Sheet 2 of 2) 



P.C. Board Assy, ADM 3A+; From Engineering Drawing No. 131560 (1 of 2) 
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NOTES UNLESS OTHERWISE SPEOFIED 

1. FOT OPTIONS REFER TO 131552 INDICATED AS FOLLOWS 
A ANSWER BACK 

^ EXTENSION PORT CURRENT LOOP 

2. FOR SCHEMATIC REFER TO 131562. 

3. FOR PRINTED WIRING BOARD SEE I3I56I. 

A FOR HEATSINK MTG ASSY INSTRUCTIONS SEE 131579 

5. KEYBOARD INSTALLATION INSTRUCTIONS 

• THE F/N 9 KEYBOARD CONSISTS OF 4 MODULES RETAINED IN 
POSITION ON PC BOARD WITH SCREWS F/N 134 THE KEYTOPS 
OF THE MODULES SHOULD BE POSITIONED WITH .035 TO .062 
SAP TO THE KEYTOP OF ADJACENT MODULES WHEN INSTALLED. 
IF DIMENSION EXCEEDS ABOVE CLEAN OFF EXCESS PLASTIC 
FROM MODULE BASE AND REINSTALL. 

6. LED INSTALLATION INSTRUCTIONS SECTION TA- A’) 

AFTER KEYBOARD IS INSTALLED REMOVE CAP LOCK KEYTOP 
POSITION LED IN WELL ON KYBD ORIENT LED AS 
IN SECTION A A WITH FLAT TO REAR OF KYBD REINSTALL 
KEYTOP DEPRESS KEY ALLOWING LED TO TOUCH KEYTOP LENS. 
CENTER LED UNDER LENS (IT WILL BE TO THE REAR OF KYBD., 
NOT IN CENTER OF WELL. SOLDER IN PLACE RELEASE KEY 

7. MODIFICATION INSTRUCTIONS FOR -9 BO 
A.CUT ETCH AT I5L-I2 SOLDER SIDE. 

• B. CUT ETCH BETWEEN 14L- 6 AND I5L-I2.C0MP0NENT S0E. 

a ADD JUMPER WIRE (30 AWG) FROM I5L-I2 TO I5L- 14, COMPONENT SIDE. 
D. ADD JUMPER WIRE (30AWG) FROM I5K-12 TO I4L-6 , COMPONENT SIDE , 


REAR OF KYBD 



FOR PARTS SEE P/L 13 1 560 


P.C. Board Assy, ADM 3A+; From Engineering Drawing No. 131560 (2 of 2) 
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PRODUCT SAFETY SERVICING GUIDELINES 
FOR ZENITH DATA DISPLAY TERMINALS 


CAUTION: No modification of any circuit should be at- 
tempted. Service work should be performed only after you 
are thoroughly familiar with ail of the following safety 
checks and servicing guidelines. To do otherwise in- 
creases the risk of potential hazards and injury to the user. 

SAFETY CHECKS 

After the original service problem has been corrected, a 
check should be made of the following: 

SUBJECT: FIRE & SHOCK HAZARD 

1. Be sure that all components are positioned In such a 
way to avoid possibility of adjacent component shorts. 
This is especially important on those chassis which are 
transported to and from the repair shop. 

2. Never release a repair unless all protective devices 
such as insulators, barriers, covers, shields, strain re- 
liefs, and other hardware have been reinstalled per orig- 
inal design. 

3. Soldering must be inspected to uncover possible cold 
solder joints, frayed leads, damaged insulation, solder 
splashes or sharp solder points. Be certain to remove 
all loose foreign material. 

4. Check “across-the-line” capacitor (if used) and other 
components for physical evidence of damage or deteri- 
oration and replace if necessary. Follow original layout, 
lead length and dress. 

5. No lead or component should touch a resistor rated at 1 
watt or more. Lead tension around protruding metal sur- 
faces must be avoided. 

S. All critical components (shaded on the schematic 
diagram and parts lists) such as: fuses, flameproof re- 
sistors, capacitors, etc., must be replaced with exact 
Zenith types. Do not use replacement components oth- 
er than those specified or make unrecommended circuit 
modifications. 

7. After re-assembly of the terminal always perform an AC 
leakage test on all exposed metallic parts of the cabinet 
and screws to be sure the terminal Is safe to operate 
without danger of electrical shock. DO NOT USE A LINE 
ISOLATION TRANSFORMER DURING THIS TEST. Use 
an AC voltmeter having 5000 ohms per volt or more sen- 
sitivity in the following manner: Connect a 1500 ohm 10 
watt resistor (63-10401-76), paralleled by a 0.15 mfd., 
150V AC. type capacitor (22-4384) between a known good 
earth ground (water pipe, conduit, etc.) and the ex- 
posed metallic parts, one at a time. Measure the AC 
voltage across the combination 1500 ohm resistor and 

0.15 mfd. capacitor. Reverse the AC plug and repeat AC 
voltage measurements for each exposed metallic part. 
Voltage measured must not exceed 0.75 volts RMS. 
This corresponds to 0.5 milliamp AC. Any value exceed- 
ing this limit constitutes a potential shock hazard and 
must be corrected immediately. 



SUBJECT: IMPLOSION PROTECTION 

1. All Zenith picture tubes are equipped with an integral 
implosion protection system, but care should be taken 
to avoid damage during installation. Avoid scratching 
the tube. 

2. Use only Zenith replacement tubes. 

SUBJECT: X-RAOIATION 

1. Be sure procedures and instructions to all service 
personnel cover the subject of X-radiatlon. The only po- 
tential source of X-rays is the picture tube. However, 
this tube does not emit X-rays when the HV is at the fac- 
tory-specified level, it is only when the HV Is excessive 
that X-radiation can be generated. The basic precaution 
which must be exercised is to keep the HV at the facto- 
ry-recommended level. Refer to the X-ray Precaution 
Label which is located inside each terminal for the cor- 
rect high voltage. The proper value is also given in the 
schematic diagram. Operation at higher voltages may 
cause a failure of the picture tube or high voltage supply 
and, also, under certain circumstances, may produce 
radiation in excess of desirable levels. 

2. Only Zenith-specified CRT anode connectors must be 
used. 

3. It is essential that the serviceman has available at all 
times an accurate high voltage meter. The calibration of 
this meter should be checked periodically against a re- 
ference standard. 

4. When the high voltage circuitry is operating properly 
there is no possibility of an X-radiatlon problem. Every 
time a chassis is serviced, the brightness should be run 
up and down while monitoring the high voltage with a 
meter to he certain that the high voltage does not ex- 
ceed the specified value and that it is regulating correct- 
ly. We suggest that you and your service organization 
review test procedures so that voltage regulation is al- 
ways checked as a standard servicing procedure, and 
that the reason for this prudent routine be clearly under- 
stood by everyone. 

5. When trouble shooting and making test measurements 
in a terminal with a problem of excessive high voltage, 
do not operate the chassis longer than is necessary to 
locate the cause of excessive voltage. 

IMPORTANT NOTE: DAG GROUNDING. 

Each unit provides for grounding of the main P.C. Board 
and CRT socket board to the dag of the CRT through the 
dag grounding spring. 

The ground wires are connected to the shell bond or 
T-band through a terminal lug. Upon Installing the Video 
Display in a terminal, this grounding procedure should be 
followed to provide adequate high voltage filtering and arc 
protection. This especially pertains to mounting the video 
display as a kit version. 


CAUTION 

NO WORK SHOULD BE ATTEMPTED ON 
ANY EXPOSED MONITOR CHASSIS BY 
ANYONE NOT FAMILIAR WITH SERVICING 
PROCEDURES AND PRECAUTIONS. 
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GENERAL INFORMATION 


This service manual introduces the Zenith D12 series of 
Video Displays. The series Includes three basic forms: the 
D12-PF which is complete with power supply and frame, 
the D12-NF without power supply, the D12-NK In kit form 
which comes without frame or power supply. 

The D12 series incorporate precision CRT’s which provide 
uniformity of display and controlled spot size and geom- 
etry. The display may be operated from a standard 15 volt 
D.C. supply (or optional 12 V.D.C.) or from 120 volts A.C. 

Input and output connections for the displays are made 
through a 10 pin edge connector on the main circuit board. 
Provision has been made for an optional remote bright- 
ness control. Schematic reference numbers are printed on 


the circuit board to aid in the location and identification of 
components for servicing. 

Vertical and horizontal linearity is maintained within speci- 
fications without the use of linearity controls or adjustable 
devices. Excellent vertical linearity is assured by the ex- 
tensive use of current feedback and horizontal linearity is 
achieved with a fixed saturable reactor. 

Vertical and horizontal deflection systems sustain scan 
even In the absence or interruption of synchronizing sig- 
nals. Vertical and horizontal synchronization Is automatic 
and stable throughout the entire specified operating fre- 
quency range. 


SPECIFICATIONS 


CATHODE RAY TUBE 

12" diagonal measure, 90° deflection, I2.5KV nominal 
high voltage at SOjn A. beam current. Available with 
bonded anti-reflective face plate option. P4 phosphor is 
standard and other EiA phosphors are available. 

NOMINAL DISPLAY AREA 

51 sq. in. defined by a rectangle 8 1/2" X 6" centered on 
the CRT. (Other display dimensions optional.) 

INPUT SIGNALS (HI LEVEL) 

HORIZONTAL 

4 to AOfi sec. duration (positive going standard). 
VERTICAL 

50 to 2500ju sec. duration (negative going standard). 
VIDEO 

1.0V to 2.5V P-P (internal or customer supplied 500n 
contast control for higher input levels). 

Positive polarity for white characters. (Other polarities 
are available for horizontal and vertical sync.) 

POWER SUPPLY 
120V 10% or 240V i 10% 

(customer strappab.le) 47 to 63 Hz., or 
15V DC ^t 800 ma. max., or 
12V DC at 1100 ma. max. 

BRIGHTNESS CONTROL 

Internal or Customer supplied 100 Kn potentiometer (ac- 
cessible at pins 2, 3 and 4 of edge connector). 

INTERCONNECT TO CUSTOMER SYSTEM 
Via standard 10-pin edge connector. 

VIKING #25V10S/1-2 
AMP #225-21031-101 
CINCH #250-10-30-170 

RESOLUTION 

900 vertical lines minimum at center of display and 700 ver- 
tical lines at the corners. Pulse rise time less than 20 nano- 
seconds, for 30V rise at CRT. Bandwidth is within 3db from 
10 Hz. to 18 MHz. 

GEOMETRY 

NOTE: Measurements made with an input of 1.0-2.5V P-P 
and with the display adjusted to 6" highxEVz " wide. 
VERTICAL 

a. Height of display at left side shall be within ± 2.0 per- 
cent of height at right side. 


b. Top and bottom pincushion or barrel shall be within 
±1 .25% of the average height. 

HORIZONTAL 

a. Width of display at top shall be within ±2.5% of the 
width at bottom. 

b. Side pincushion or barrel shall be within ± 1.0% of 
the average width. 

LINEARITY 

No character shall vary in width or height by more than 
±1 0% of the average width or height of all the characters 
in a row or column respectively. No specific character 
shall vary in width or height more than ±10% of an 
adjacent character. 

SYNCHRONIZATION 

HORIZONTAL 
15.75 ± 0.5KHZ. 

18.60 ± 0.5KHZ. (Optional) 

Horizontal Blanking 
9.0ju sec. min. 

Horizontal Phasing Control 
fjL sec. nominal range 
VERTICAL 
47 to 63 Hz. 

VERTICAL RETRACE TIME 
850jLisec. max. 

STORAGE 

55® C. max. with bonded anti-reflective faceplate. 

65® C. max. for plain faced CRT’s. 


ENVIRONMENT 

Operating temperature 

55® max. (free air temperature of display electronics). 
Altitude 

40.000 ft. + storage & shipment. 

10.000 ft. max. operating. 


WEIGHT 

11.5 lbs. max. without optional power supply. 

13.5 lbs. max. with optional power supply. 

9.0 lbs. max. without frame. 
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THEORY OF OPERATION 


POWER SUPPLY 

Power Transformer TX201 is designed for use with 
120V or 240V A.C. source. The secondary provides 
power to bridge rectifier (CR501, CR502, CR503 and 
CR504). The positive output of the bridge rectifier 
(junction of CR503 and CR504), forms the raw B+ 
supplyf - 20VDC). 

Voltage regulation is accomplished in the negative 
leg of the power supply through a feedback network 
consisting of transistors QX501 and QX502 and their 
associated circuitry. The emitter voltage of QX501 is 
maintained by diodes CR505, CR506 and CR507. The 
base voltage is provided by potentiometer RX506. 

If B+ increases, diodes CR505, CRS06 and CR507 
will draw more current to maintain the emitter volt- 
age of QX501. Additionally, the voltage developed 
across RX506 will increase, resulting in a higher pos- 
itive voltage at the base of QX501 which will result in 
less conduction. This reduces the base current of 
QX502 since QX501 provides the emitter/base cur- 
rent path for QX502. When QX502 conducts less, the 
voltage drop across Q502 is increased thus lowering 
B+. 

If B+ decreases, diodes CR50S, CR506 and CR507 
will reduce conduction to maintain the emitter volt- 
age of QX501. Additionally, the base voltage provid- 
ed by RX506 will decrease. Less voltage on the base 
of QX501 will cause it to increase conduction, result- 
ing in a greater emitter/ base current flow in QX502. 
With this condition the voltage drop for Q502 is less 
and B+ is increased. 

HORIZONTAL 

The low-level horizontal section, which consists of 
transistors Q101 and 0102 (and associated circuitry), 
functions as a variable time delay monostabie multi- 
vibrator. The input trigger for this circuit is provided 
by the horizontal drive pulse. The pulse is injected 
into the base or emitter (for either positive or nega- 
tive pulse respectively) of Q101 through injection 
network C101, C111, R101, R110 and CR101. By vary- 
ing the recovery time of the multivibrator, potentiom- 
eter R104 adjusts video information position (with re- 
spect to raster scan). Output of the monostable mul- 
tivibrator, derived at the collector of Q102, is injected 
through a coupling network consisting of C110 and 
CR103. The resulting “Lock” signal is rereceived by 
one side of a precision astable multivibrator at the 


emitter of 0103. The astable multivibrator circuit is 
completed through 0104 and associated circuitry. 
This circuit will act as a free running oscillator until 
the “Lock” signal is received from the previous 
stage. Once locked, an output pulse is formed at the 
emitter of 0104 which is then D.C. coupled to the 
base of the horizontal driver transistor, 0105. 

Remainder of the horizontal circuit is straightfor- 
ward. Features to be noted are: Width and Linearity 
Coils LX102 and LX101 in series with the yoke 
(TX202). Linearity is fixed and an adjustable coil is 
provided for width. The linearity coil has a magnetic- 
ally biased core which makes the inductance of the 
coil dependent upon its current. Pincushion and ge- 
ometric corrections are made at the factory by the 
addition of rubber magnets around the plastic ring of 
the yoke. D.C. operation of 12 volts is accomplished 
by the (optional) addition of a boost circuit at the hor- 
izontal sweep transformer. 

VERTICAL 

The vertical circuit includes an oscillator consisting of 
transistors Q301 and Q302 and associated circuitry. 
Amplification is provided by transistors Q303 and 
0304 vvith the emitter of 0304 feeding the base of the 
vertical driver 0305. The vertical output transistors, 
0306 and 0307 are wired in the standard push-pull 
configuration. Transistor 0308 doubles BH- during 
retrace, maintaining less than 800 fi sec. of retrace 
time. 

VIDEO 

The video amplifier circuit consists of transistors 
0401 and 0402 and associated circuitry. The circuit 
comprises a cascode amplifier which is triggered by 
a positive pulse at pin 8 of the edge connector. Upon 
receiving the input pulse, conduction is initiated and 
the collector voltage of 0402 is lowered. Amplifica- 
tion of low frequency voltage gain is fixed by the ra- 
tio of R407 and R408. Gain is maintained to 18 MHz 
by the bandwidth enhancing components R406, 
C403, and L401. Resistors R402 and R403 provide 
bias for the amplifier. 

The collector output of Q401 is D.C. coupled to the 
cathode of the C.R.T. through resistor R201. Raster 
cut-off is adjusted with the brightness control R114 
which is connected to G1 of the C.R.T. 
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VERT. 

OSC. 


VIDEO 

DRIVER 


MONOSTABLE 

MULTIV. 

VARIABLE 

TIME 


AST ABLE 
MULTIV. 



HORIZ. 

DRIVER 


HORIZ. 

OUTPUT 


HORIZ. 

SWEEP 











ADJUSTMENT PROCEDURES FOR D12 VIDEO DISPLAY 


1 . External power is applied to the monitor through an AC line cord or a 4 pin molex connector. The unit is wired for 
120 VAC 50 / 60 Hz operation . (240 VAC 50 / 60 Hz optional) 

2. INPUT SIGNALS: Input signals are connected to the display board through a 10 pin edge connector. 



At a horizontal frequency of 15.7KHZ the video drive signal should start 11 microseconds ±5 sec. after the 
leading edge of horizontal sync, and 900 microseconds or greater after the leading edge of vertical sync. 


C. Vertical drive signal >47Hz to 63Hz 
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Should the video drive level exceed the 2.5 volts specified, an external contrast control 
must be provided. The video drive signal is connected to the top end of the 500n pot, the 
bottom end is grounded and the wiper arm connects to the video input of the edge 
connector as shown. 


VIDEO Q ^ 

SIGNAL T JO PIN 8 OF 

I EDGE CONNECTOR 

500 ohm 


CONTRAST 

CONTROL 

(EXTERNAL) 


3. Once power is applied to the -display and the input signals connected, adjust the 
brightness control until the edges of the raster are visible. 



4. Depending on the requirements for height and width of the video presentation, the 
vertical size control and width coil should be adjusted accordingly. 


5. The power supply board also has a control to adjust the regulated 6+ of the monitor to 
+ 15V. Check for proper adjustment. 


6. Adjust the phase control to center the video information within the raster. (The contrast 
control may have to be adjusted to obtain a display of the video information.) 


7. Adjust brightness control for visual cutoff of the raster. 


8. Adjust external contrast control for desired luminance. 


9. Adjust focus control for best possible overall focus. 


IMPORTANT NOTE: DAG GROUNDING. 

Each unit provides for grounding of the main P.C. Board and CRT socket board to the dag 
of the CRT through the dag grounding spring. 

The ground wires are connected to the shell bond or T-band through a terminal lug. Upon 
installing the Video Display in a terminal, this grounding procedure should be followed to 
provide adequate high voltage filtering and arc protection. This especially pertains to 
mounting the video display as a kit version. 
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CII 2 22 - 3 I 70 0033 «rO C«»ignill ;I 0 « DISC. 900 V 

Cits 22-7440 0047 OfO CA^OeiTOO ;I 0 « DISC. 900 V 

IClIM 22 - 7930-07 019 MFO CAI*«CITOR SKCML 400 V 

Clio 22-7313 to orO CAMClTOR SRCClAl 29 V 

CM? 22 - 7 I 94-00 lOO OFO CARACI TOR • IOO-lO« ELEC. 39 V 

CMO 22-3740 001 orO WRICITOR r» 0 % DISC. I «V 

CI 20 22 - 7712-09 10 MTO CARiCiTOR * 90 - 10 % ELEC. lOOV 

CI 2 I I MRO CARACirOI RlOen.lOH EUC SOV 

CI2I 22-7194-00 lOO «F0 CAR4C1 TOR • 100-10% ELEC. 3IV 
C 1*7 22-71J*"^ < M»0 fL£C. 2SV 


220 OfO CARACITOR *100-10% ELEC. 
01 OfO CARACITOR tMK 0I9C 
19 OFO CAROCITOR :I0% ROLTE^TER 
22 OFO CARACITOR *IOt%-lO% ELEC. 
220 OFO CARACITOR *100-109 ELEC, 
to OFO CARACITQR ELEC. :<0% 

190 RFO CARACITOR :«IK DISC. 

47 OFO CARACITOR ; 1 00-10% ELEC, 
to OFO CARACITOR : 100-10% ELEC. 
.0033 OFO CARACITOR :20*» DISC. 

012 OFO CARACITOR :fO DISC 
410 OFO CARACITOR :I0% ELEC. 

0047 MFO CARACITOR :20% DISC. 


22-70I3-29A 

22-7971-07 


22-7190-09 22 OFO CARACITOR 1 100-10'* EUC. lOV 
22-7193-01 * » CARACITOR *100-10% EUC. 90f 
22-71 1 3-Oa 220 RRO CARACITOR :I0% 01 «. 90V 
22-7724 02 OfO CARACITOR -W-20% DISC. 500V 
55-MI2 .01 OFO CARACITOR *40-10% DISC. lAV 


IRI12I 13-10950-14 3 I OHR RESflTOR *9% FAILSAFE 


IR1I23 03-10990-40 
RI24 0Sft2l-OO 
RI29 

0120 03-10104-20 


QNR RESISTOR :i>. FIUI l Af 

I OM RESISTOR :9% FAILSAFE 1/40 

I QHi RESISTOR :9% film 140 

» OHO RESISTOR :I0% CARMH COOR 1.40 


13-912 I -06 
•3-9921-10 


3 3R QNM RESISTOR r9% FILM 
I IR ONO RESISTOR ;9% FILM 
0101 RESISTOR ;9> FILM 
2.7 OMM RESISTOR :9'* FILM 


13-10013-02 

13-1922 


IR OHO RESISTOR ;9% FUM 
IR OHM RESISTOR *.9% FILM 
47 OHM RESISTOR r9% FILM 
I2R OMR RESISTOR *9% FILM 
22 OHM RESISTOR '.9% FILM 
•20 OHO RESISTOR :9% FILM 
47 OHM RESISTOR i9% 'Hjl 
•20 R OMO RESISTOR :9% FILM 
I ME6 ONO RESISTOR *9% FILM 
I9R OMO RESISTOR :9% FILM 
CONTROL lOOR RRIGHTMESS 
I SR OHM RESISTOR ;9% FILM 
CONTROL 2 0E6 QNM FOCUS 
••R OMM RESISTOR :9*. FILM 
I9R OHM RESISTOR *.9*. FILM 


LIOI 20-3900 COIL. RCF LIMEARITT 

LI 02 20-3002 -01 COIL. RCF TUIUOLE flOTH 

L40I 20-3S07-I0C COIL. RCF • • un 

TIIOI 99-3130-03 TRANSFORMER NORIZ. DRIVER 

TI20I 99-3497 N.V. SIEER TRANSFORMER 

TI202 95-3307-02 OEFLECTIOM TORE 

CRI04 I03-205-03A OlOOE 

CRI09 103-204 OlOOE 

CRIOO 105-267-02 A OlOOE 

C0I07 I03-52M9A OlOOE 


RI20 I3-I0420-2M < 

/VIJI 

R202 13-7710 27 OH 


M RESISTOR :5% 91 REI^ W 

OMM NMSISTOFI 

INM RESISTOR :9‘* CAROOM COMF. I 21 


CRIOO 212-70 -OZ OlOOE 
CM III IOO-l6*-« OlOOi 


C020I I03-2M-09|OIOOC 


CR303 

C0304 103-142-01 OlOOE 
CR309 212-70-01 OlOOE 


CR40||i03-2§»-0* OIOOF 



COLLECTOR COLLECT 

-€i ““ -d 

EMITTER EMITT 


OASE 

9 .Jo O oU- EMITT 

T gmirtTpTT^T 7 


•3-10950-31 

•3-H22-42 


200 A ONM RESISTOR :9% FILM 
I.IR OHM RHISTOR 19% FILM 
221 ONM RESISTOR :9% FILM 
9. IK ONM RESISTOR :9% FILM 
39K OHM RESISTOR *.9% FILM 
47 QHi RESISTOR :5% FILM 
I 33 OHM RESISTOR :9% FAILSAFE 
•20X OMM RESISTOR *.9% FILM 
3 COMTROL 2901 OMM VERT. SIZE 
LiMMNM RESISTOR :9% FILM 
120 1 OHM RESISTOR -.9% FILM 
2IR OHM RESISTOR :9% FILM 
I 11 ONM RESISTOR :9% FILM 
I 191 OMM RESISTOR :9% FILM 
•21 OMM RESISTOR :9% CAROOM COMF. 


TIANSISTOR 121-1034 ALT. VIDEO OUTFUT 
TRANSISTOR VIDEO CRIVER 





USE EMITTER COLLECTOR USE 


4|r COLLECTOR 


r nR/^7\ I 

rT *7 


COLLECTOR “JoC^EMITTER C0LL£CTW4o USE 


•3-IQS09-90 220 ONM RESISTOR :9% FAILSAFE 

03-M22-04 221 ONM RESISTOR *9% FILM 



-^^^OlUCTM O kMMMAMMUi^EHl TTER 



LEGEND 
FOR 

N^OBDOISPUBfJ62/192KHiHORlZ SCAN FREQ 
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ASCII CONTROL CODE CHART 




B7 


0 

0 

0 



0 



1 



1 



1 



1 




B6 


0 

0 


1 



1 



0 



0 



1 



1 


niTC 

B5 

0 

1 



0 



1 



0 



1 



0 


1 
























B4 B3 B2 B1 

CONTROL 


NUMBERS 

SYMBOLS 


UPPER 

CASE 


LOWER CASE 





0 

20 




60 



100 



120 



IQ 

m 

■ 

mm 


0 

0 

0 

0 

NUL 

OLE 


SP 



0 






P 



\ 

fl 

■ 






0 0 

10 16 

20 


32 i 

30 


48 

40 


64 

50 


80 

O! 



IQ 






1 

21 




61 



101 




■ 


141 



161 


0 

0 

0 

1 

SOH 

1 1 

DC1 

11 17 


! 

33 

31 

1 

49 

41 

A 

651 


B 


61 

a 

97 

71 







22 

42 



62 



102 



122 



142 



162 


0 

0 

1 

0 

S3 

DC2 

12 18 

22 

If 

34 

32 

2 

50 

42 

B 

66 

52 

R 

82 

62 

b 

98 

72 

r 

114 






23 




63 



103 



123 








0 

0 

1 

1 

S3 

DCS 

13 19 




33 

3 

51 

43 

C 

67 

S3 

S 

83 





s 

IIS 





tmmm 

samm 

Cl 






104 



124 



144 



164 


0 

1 

0 

0 

39 

i>m 





B 


44 

D 

68_ 

54 

T 

_84 

64 

Q. 

lOOi 

74 

t 

116 






25 

48 



65 



105 



125 



146 



165 

. . 

0 

1 

0 

1 

39 

NAK 

15 21 

25 

®/o 

37 

35 

5 

S3 

46 

E 

69 

56 

u 


66 

e 

101 1 

75 

u 

117 





6 

26 

46 



13 





■ 




146 



166 


0 

1 

1 

0 

ACK 

SYN 


& 







1 


V 



f 



V 





6 6 

16 22 

26 


38 






13 


in 


66 


102 

76 

118 






27 



- 










147 



167 


0 

1 

1 

1 

mtUWi 

ETB 


/ 



7 









g 



w 





DiliBl 

17 23 



39 



55 







67 

103 

77 

119 





10 4- 

30 

50 



70 



110 



130 



150 



170 


1 

0 

0 

0 

BS 

CAN 


( 



8 



H 



X 



h 



X 





8 3 

18 24 

28 


40 

38 


56 

48 



58 



63 


104 

78 

120 





11 TAB 

31 

SI 










H 


151 



171 


1 

0 

0 

1 

HT 

EM 


) 






1 



D 



i 



y 





9 9 

19 25 

29 










H 


69 



79 

121 






32 

52 



1 72 




■ 

■ 




152 



172 


1 

0 

1 

0 

LF 

SUB 


★ 



• 

m 



B 

1 





i 



z 





A 10 

1A 26 

2A 


42 

3A 


58 


M 

D 




SA 

106 

VA 

122 





f 

33 


■i 



H 


113 



133 



153 



173 


1 

0 

1 


VT 

ESC 


D 



H 



K 



C 



k 



{ 





0 11 

10 27 


■ 



M 


4B 


75 

50 


91 

00 


107 

78 

^ 123 





iHB 



■i 






H 






■ 


174 


1 

1 

0 

Q 

IQI 



■ 



< 



B 






B 



1 

1 








Hi 






H 






H 


7C 

124 






aBH 



n 



■ 







155 



175 


1 

1 

0 

1 




— 




1 








m 












m 



HI 







60 


109 


^ 125 





16 

36 HOME 

56 



76 














1 

1 

1 

0 

SO 

RS 


• 



> 

















E 14 

IE 30 

2E 


46 

3E 


















17 

37 





■ 



■ 



■ 

■ 

157 



177 


1 

1 

1 

1 

SI 

US 





H 



Q 



■ 

1 


0 


RUBOUT 

(DELI 





F 15 

IF 31 





Hi 



H 



■i 


6F 


111 

7F 

127 


LSI CURSOR CONTROL CODE 

ASCII cnaractar 

decimal 


LEGEND 


BS 


E1 
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OPERATORS QUICK REFERENCE CHART OF 
CONTROL AND OPERATORS CODES 


CONTROL CODE 

HEX 

CODE 

OPERATION 

FROM HOST 

FROM KEYBOARD 

ETX 

EOT 


ICTRLm 

03 

04 

Secondary channel line turnaround codes for 
202 Modem operation (From Host Only) 

(CTRL 

3 

E'NQ 


[here IS| 

05 

Initiates ID message when Answerback Option 
is installed 



BEL 



07 

Sounds audible beep in Video Display Unit 

ctrlIg I 

BS 

CTRL 

iHI 

08 

Backspace 

LF 

limM 

OA 

•Line Feed 

VT 



OB 

Upline 



FF 



OC 

Forward Space 

CTRL L 


CR 

1 


OD 

Return 

RETURN 

SO 

1 

1 

1 

CTRL 


OE 

With S8 in GT (ON) position, enables gated 
EXTENSION port and passes CTRL N through 
the EXTENSION port 

With S8 in LK (OFF) position, unlocks keyboard 
(From Host Only) 


SI 

1 

CTRL 0 

OF 

With S8 in GT (ON) position, disables gated 
EXTENSION port and passes CTRL 0 through 
the EXTENSION port 

With S8 in LK (OFF) position, locks keyboard 



SUB 



lA 

Clears Screen 

1 

SHIFT 

CLEAR 

ESC 

ESC 

1B 

Initiates load cursor operation 

RS 


HOME 

IE 

Homes Cursor 
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OPERATORS QUICK REFERENCE CHART 
OF ABSOLUTE CURSOR POSITIONS 
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INDEX 



LEAR SIEGLER, INC. 

DATA PRODUCTS DIVISION 


INDEX 


A-B 


Absolute Cursor Positioning 1-1 

ASCII Characters 1-1, A-1 

Auto New Line 1-1 


c 

Carrier Detect 

Character Format 

Cleaning 

Clear To Send 

Code Turnaround 

Configuration Control 

Control Characters 

Control Codes 

Control Logic 


... 3-4 
... 1-3 
. . 2-14 
... 3-1 
... 3-4 
1-8, 2-2 
... 1-1 
3-4,A-2 
. ... 1-3 


D-E 


Data Entry and Overflow 

Display Memory 

Display Monitor 

EOT 

ETX 

F-G-H 

Full Duplex 

Gated EXTENSION Port Mode 

Half Duplex 

I-J-K 

Interfaces; 

EXTENSION Port 

MODEM Port 

Input/ Output Channel 

Inspection 

Installation 

Keyboard Operations 

Keyboard Section 


... 1-8 
... 1-3 
... 1-3 
2-7, 3-4 
2-7,3-4 


2-11,3-1 

.2-4,3-5 

2-11,3-1 


... 2-4 
... 2-4 
... 1-2 
. . 2-14 
... 2-4 
3-l,3-3 
... 1-2 


1-1 
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INDEX (Continued) 


L-M-N 

Load Cursor Operation 3-4 

Numeric Ke 3 rpad 1-5, 1-8 

0-P-Q 

Options: 

Alternate Configuration - Green Phosphor Screen 1-8 

Answerback 1-8 

Beep Defeat 1-8 

Lower Case Characters 1-8 

Numeric Kesrpad 1-8 

Output Cable 1-8 

Power ON/OFF...., 2-13 

Primary Channel 3-1 

Split Baud Rate 1-8 

20mA Current Loop on EXTENSION Port 1-8 

230VAC ,. 1-8 

R-S-T 

Refresh Rate ~. 1-1 

Remote Load Cursor Operation 3-4 

Request To Send 3-1 

Safety Requirements 2-1 

Secondary Channel 3-4 

Site Requirements 2-1 

Specifications 1-4 

U-V-W-X-Y-Z 

Unpacking 2-1 

Voltage Selection 2-2 

Word Structure 1-1 
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